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REPORT OP "TAR", NICOTINE AND CARBON MONOXIDE 
OF THE SMOKE OF 207 VARIETIES 
OF DOMESTIC CIGARETTES 


JANUARY 1985 


The Federal Trade Commission's Laboratory has determined the 
"tar" (dry particulate matter), total alkaloid (reported as nicotine) 
and carbon monoxide content of 207 varieties of cigarettes. The 
laboratory utilized the Cambridge filter method with the following 
specifications as set forth in the Commission's announcement 
July 31, 1967 and July 10, 1980: 

1. Smoke cigarettes to a 23mm. butt length, 

or to the length of the filter and overwrap 
plus 3min. if in excess of 23mm. 

2 . Base results on a test of approximately 
90 cigarettes per brand, or type. 

3. Cigarettes to be tested will be selected 
on a random basis, as opposed to 
"weight selection". 

4. Determine particulate matter on a "dry" 
basis employing the gas chromatography 
method published by C.H. Sloan and B.J. 

Sublett in Tobacco Science 9, page 70, 

1965, as modified by F.J. Schlutz' and 
A.W. Spears' report published in Tobacco, 
vol. 162, no. 24, page 32, date June 17, 

1966, to determine the moisture content. 

5. Determine and report "tar" content after 
subtracting moisture and alkaloids (as 
nicotine) from particulate matter. 

6. Carbon monoxide is determined by non¬ 
dispersal infrared spectrophotometer. 

Concerning the 207 varieties tested, 15 were capable of being 
smoked to 23mm. The butt length of the other 192 varieties tested 
ranged from 24.6mm. to an average of between 43.0 to 44.1mm. The 
butt length of 165 of the 207 varieties tested exceeded 30mm. 


PM3001060437 

Source: https://www.industrydocuments.ucsf.edu/docs/fxkk0001 



The samples used were obtained by attempting to purchase two 
packages of each variety of cigarettes as distributed by domestic 
cigarette manufacturers during October 1983 to January 1984 in each 
of 50 geographic locations throughout the country. Not all varieties 
were available in each of the 50 geographic locations and in these 
instances, one or more additional packages of cigarettes were pur¬ 
chased in those geographic locations where respective varieties 
were available. The samples utilized in the tests were repre¬ 
sentative of the 207 varieties of cigarettes as available throughout 
the country at the time of purchase. 

In the table listing the cigarette varieties in alphabetical 
order "tar" and carbon monoxide content is reported to the nearest 
0.1 milligram and the nicotine to the nearest 0.01 milligram, each 
with appropriate statistical values. The average weight is reported 
in grams per cigarette and the butt length range to the nearest 
0,1 millimeter. In all other tables the average weight and butt 
length columns and the figures representing the standard deviation 
of the mean have been eliminated. The "tar" and carbon monoxide 
figures have been rounded to the nearest milligram (0.5 milligrams 
and greater rounded up, 0.4 milligrams and less rounded down) and 
the nicotine figures have been rounded to the nearest tenth of a 
milligram (0.05 milligrams and greater rounded up, 0,04 milligrams 
and less rounded down). Three tables respectively list varieties 
in increasing order of "tar" values, in increasing order of nicotine 
values and in increasing order of carbon monoxide values. Accord¬ 
ingly, "tar", nicotine and carbon monoxide figures in the tables 
represent rounded off averages without indication of their 
precision. 

It should be noted that cigarette brands with assay results 
for "tar" and carbon monoxide below 0.5 mg. per cigarette and for 
nicotine below 0.05 mg. per cigarette are recorded in the accompany- 
ing tables with asterisks (*) indicating that they are below 0.5 mg. 
"tar", 0.05 mg. nicotine and 0.5 mg, carbon monoxide. The tables 
do not differentiate and no ranking is intended between these 
cigarettes because the current, approved testing methodology is not 
sensitive enough to differentiate between cigarettes at these levels. 

On April 13, 1983, the Commission announced its determination 
that its present testing methodology for "tar", nicotine and carbon 
monoxide does not measure accurately Brown & Williamson's Barclay 
cigarettes and in fact understates the measured deliveries of these 
products. Therefore, it announced that until it adopts a new test¬ 
ing methodology that is able to measure Barclay cigarettes, future 
FTC Tar, Nicotine & Carbon Monoxide Reports will not include test 
results for Barclay cigarettes. As a result, no test results for 
Barclay cigarettes are included within this report. At that same 
time the Commission also found that there was significant likeli¬ 
hood that the same problem (namely, an inaccurate reporting of the 
"tar", nicotine and CO delivery) existed with respect to Kool Ultra 
and Kool Ultra 100's, two other brands of cigarettes manufactured 
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by Brown & Williamson, However, the Commission has not yet reached 
any conclusion whether Kool Ultra and Kool Ultra 100's are ranked 
inappropriately. Therefore, two asterisks (**) have been appended 
to Kool Ultra and Kool Ultra 100's in this report to indicate this 
continuing controversy. 
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BRAND , 

TYPE 

LNGTH 

AVG. 

BUTT 

TPM 

NICOTINE 

CARBON 

TESTED ' 

CODE 

TESTO 

WEIGHT 

LENGTH 

DRV 

CONTENT 

MONOXIDE 


■ 1 “ 

I 


ALPINE : 


Ft 

SPj 

M 

85MM 

0.9682 

28.0-3t.0MM 

IS.6+0,4 

0.95+0.03 

14.2+0.5 

BELAIR ■ 


Fj 

SP; 

M 

85MM 

0.9046 

32.4-34.7MM 

10.0+0.3 

0.74+0.02 

9,5+0.4 

BELAIR 100 


Fj 

SP; 

M 

100MM 

1.0729 

38.2-40.IMM 

a. 0+0 .3 

0.61+0.02 

7,5+0.4 

BENSON B HEDGES 


R; 

F; HP 

70MM 

0.9642 

31 .3-35.2MM 

1 . 2 + 0.1 

0.07+0.01 

1.5+0.2 

BENSON & HEDGES 


F; 

HP 


aSMM 

1.0027 

32.2-33.4MM 

14.8+0.3 

1.10+0.03 

11.5+0.6 

BENSON (. HEDGES 

too 

Fs 

HP 


tOOMM 

1 . 1087 

34.2-3S.aMM 

15.8+0.4 

1 , 02 + 0.02 

14,7+0.8 

BENSON A HEDGES 

too 

Fj 

HP; 

M 

tOOMM 

1.1228 

34.2-3S.7MM 

16.1+0.4 

1.01+0.03 

14.5+0.4 

BENSON A HEDGES 

too 

F; 

SP 


100MM 

1.1234 

35.B-37.0MM 

15.9+0.3 

1.03+0.02 

14.a+0.E 

BENSON & HEDGES 

too 

Fj 

SPj 

M 

lOOMM 

1.1256 

34.1-35.9MM 

15.7+0.3 

1.04+0.03 

15.1+0.4 

BENSON & HEDGES 

LIGHTS too 

Fj 

SP 


tOOMM 

1.1040 

37.B-40.eMM 

10.1+0.3 

0.73+0.03 

. 11.2+0.4 

BENSON & HEDGES 

LIGHTS too 

F; 

SPj 

M 

tOOMM 

1.1180 

38.1-39.BMM 

9.6+0.2 

0.70+0.02 

10.1+0.3 

BENSON A HEDGES 

ULTRA lights 

Fj 

HP 


tODMM 

0.6846 

38.0-40.6MM 

5. 0 + 0 .3 

0.40+0.Q2 

5.2+0.4 

DENSON <A HEDGES 

ULTRA lights 

F| 

HP I 

M 

tOOMM 

1.0103 

3B.2-40.0MM 

5.2+0.2 

0.42+0.01 

5.3+0.3 

DRICHT 1 


Fj 

SP; 

M 

BSMM 

0.8858 

34.1-3S.7MM 

6 .1+0.3 

0.52+0.02 

7.1+0.4 

BRIGHT :iQ0 


Fj 

SP; 

M 

tOOMM 

1.0768 

39.1-40.OMM 

6 . 0 + 0 .3 

0.52+0.02 

7.4+0.5 

BULL DURHAM 


F; 

SP 


BSMM 

1.1971 

25.6-2e.9HM 

27.7+0.4 

1.83*0.05 

23.0+0.5 

CAMBRIDGE 


Fj 

HP 


BSMM 

0.8876 

38.2-39.7MM 

* 

* 

•k 

CAMBRIDGE 


Fj 

SP 


BSMM 

0.8415 

34.6-36.OMM 

O.B+0.1 

0.08+0.01 

1 . 0 + 0.2 

CAMBRIDGE 100 


Fj 

SP 


lOOMM 

0.9802 

38.7-40.IMM 

4.7+0.2 

0.44+0.02 

B.S+0.3 

CAMEL 


ftj 

NF; 

SP 

70MM 

0.8360 

23.OMM 

21.2+0.5 

1.40+0.04 

12.9+0.4 

Camel 


Fj 

HP 


80MM 

0.9016 

25.7-26.aMM 

16,1+0,3 

1.DB+0.03 

14.6+0,4 

CAMEL 


F| 

SP 


BSMM 

0.9554 

27.3-29.2MM 

IS.6+0.3 

1,07+0.03 

14.3+0.3 

CAMEL LIGHTS 


Fj 

HP 


BOMM 

0.0260 

28.5-31.OMM 

8 . 8 + 0 .3 

0.69+0.04 

8 .4+0.5 

camel LIGHTS 


Fj 

SP 


BSMM 

0.9577 

32.5-34.7MM 

8 .3+0.3 

0 , 66 + 0.02 

10.1+0.4 

CAMEL LIGHTS 100 

F. 

SP 


tOOMM 

1.1193 

36.2-3B. Iim 

11.5+0.4 

0.83+0.03 

13.7+0.5 

CARLTON 


Fj 

HP 


BSMM 

0.8333 

37.0-41,4MM 

* 

* 

•k 

CARLTON 


Fj 

SP 


BSMM 

0.7767 

33.0-35.IMM 

1 .3+0.1 

0 . 11 + 0,01 

1 , 8 + 0.2 

Carlton 


Fj 

SP; 

M 

BSMM 

0.7740 

3Z.0-34.9MM 

O.B+0.1 

0.07+0.01 

0.9+0 .1 

CARLTON 100 


Fj 

HP 


lOOMM 

0.9085 

37.1-38.IMM 

0 . 6 + 0.1 

0.05+0.01 

* 

CARLTON too 


Fj 

HPj 

M 

tOOMM 

0.8946 

37.0-38.2MM 

* 

* 

* 

Carlton too 


Fj 

SP 


tOOtiM 

0.9260 

33.8-36.OMM 

4.6+0.2 

0.40+0.02 

5. 8 + 0 .4 

CaRlton too 


. F, 

SP; 

M 

lOOMM 

0.9209 

33.9-36.eMM 

4.7+0.3 

0.41+0.02 

5.7+O.S 

CARLTON 120 


Fj 

SP 


t20MM 

0.9785 

36.1-39.OMM 

6 . 6 + 0 .4 

0.59+0.02 

5.1+0.4 

CARLTON 120 


Fj 

SP, 

M 

120MM 

0.9767 

36.7-39.SMM 

7.1+0.3 

0 .B 2 + 0 .O 2 

S.3+0.4 

CENTURY 


Fj 

SP 


BSMM 

0.8623 

2B.7-30.BMM 

14.2+0.4 

0.94+0.03 

IS.9+0.5 

CENTURY LIGHTS 


Fj 

SP 


BSMM 

0.9109 

33.8-34.3MM 

9.1+0.3 

0,69+0.02 

IO.B+0.2 

CHESTERFIELD 


Rj 

NF, 

SP 

*■ 70MM 

0.8504 

23.OMM 

18.9+0.3 

1.22*0.03 

11,0+0,3 

CHESTERFIELD 


NF 

i SP 


aSMM 

1.0193 

23.OMM 

22.2+0.5 

1.52+0.09 

12.6+0.4 

DORADO 


F| 

SP 


BSMM 

0.8B68 

32.9-33.eMM 

12 . 6+0 .3 

0.90+0.03 

11.8+0.4 

OORAL 11 


F; 

SP 


BSMM 

1.0519 

36.2-37.9MM 

4.2+0.3 

0.38*0.02 

3.0+0.3 

OORAL 11 


F; 

SP, 

M 

BSMM 

1.0415 

36.5-3B.3MH 

4.3+0.3 

0.38+0.02 

3.1+0.3 

ENGLISH OVALS 


Rj 

NF, 

HP 

70MM 

0.9265 

23.OMM 

23.1+0.5 

1.7S+0.05 

11.0+0.4 

ENGLISH OVALS 


NF 

; HP 


BSMM 

1.1299 

23.OMM 

28.0+0.4 

2.10+0.06 

14.0+0.3 

EVE LIGHTS tOO 


Fj 

HP 


lOOMM 

0.6179 

37.2-3e.9MM 

12 . 0 + 0.2 

0.93+0.02 

9.5+0.3 

EVE LIGHTS 100 


Fj 

HP; 

M 

lOOMM 

0.8257 

37.B-3e.8MM 

12.0+0.3 

0.94+0.03 

9.5+0.4 

EVE LI 9 HTS 120 


Fj 

HP 


IZOMM 

0.966S 

37.1'39.2MM 

14.1+0.4 

I.08+0.02 

11 . 2 + 0.8 


1 W-nan-filterj M-««ntholj IHregular; W-haid padcj SP-BOft padcj i»-BttllljnBt8r. 

2 %eight reported in grams per cigarette. 

T nann -» iji butt 'length because of varianoe of ovewrap. _ 

A total particulate setter niootlne art wtwr per c^lgarette. 

5 total reported as nicotine milligrams per cigarette. 

6 Carien tsartuude reported as milUgrans per cigarette. 

♦ Tbl^anoe etawn is twee the standard deviation. 

« telow tte eensitivlty of the method. 

*• See atatemerit in text concerning Kool Ultra nrams. 


Source: https://www.industrydocuments.ucsf.edu/docs/fxkk0001 
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TAR NICOTINE AND CARBON MONOXIDE CONTENT 
OF TWO HUNDRED SEVEN VARIETIES OF DOMESTIC CIGARETTES 


brand 

TYPE 

LNGTH 

AVG. 

BUTT 

TPM 

NICOTINE 

CARBON 

TESTED 

CODE 

TESTD 

WEIGHT 

LENGTH 

DRV 

CONTENT 

MONOXlDE 








EVE LIGHTS I2Q 

F; HP; M 

120MM 

O.dSQS 

36.5-39.9MM 

13.9+0.5 

1.06+0.04 

11.2+0.5 

GALAXV 

F; SP 

85MM 

1.0467 

32.6-33.7MM 

13.9+0.3 

0.89+0.02 

13.3+0.3 

half a half 

F; SP 

8SMM 

1 .0950 

26.4-26.OMM 

17.B+0.4 

1.26+0.04 

17.0+0.4 

HERBERT TAREVTON 

NF: SP 

85MM 

1 . 1500 

23.0MM 

23.9+0.4 

1.50+0.04 

15,9+0.3 

ICEBERG 100 

KENT 

F; SP: M 

lOOMM 

0.9323 

34.0-36.5MM 

3.5+0.2 

0.31+0.01 

4.2+0.3 

F; HP 

60MM 

0.8883 

28.0-29.3MM 

12.3+0.4 

0.87+0,09 

11.6+0.5 

KENT ' 

F; SP 

B5MM 

0.9316 

27.7-29.4MM 

11.9+0.4 

0,91+0.02 

10.4+0.4 

KENT lOO 

F; SP 

lOOMM 

1.0293 

33.9-36.5MM 

12.9+0.4 

1.01+0.02 

10.7+0.6 

KENT 100 

Fi SP; M 

10DMM 

1 .014S 

34.B-36.6MM 

15.3+0,3 

1.25+0.03 

13.5+0.4 

KENT GOLDEN LIGHTS 

F; SP 

85MM 

0.S658 

34.1-36.OMM 

8.7*0.3 

0.75+0.03 

9.0+0.4 

KENT golden lights 

Fi SP: M 

BEMM 

0.Q6I5 

34.3-35.6MM 

8.2+0.2 

0.69+0.02 

7.9+0.4 

KENT GOlDEN lights 100 

F; SP 

lOOMM 

1.0182 

36.6-39.gMM 

9.3+0.5 

0.84+0.03 

9.6+0.6 

KENT GOLDEN LIGHTS 100 

F; SP; M 

lOOMM 

1 .0252 

37.0-39.OMM 

9.1+0.4 

0.79+0.03 

9.2+0.4 

K€NT tll 

F; SP 

85MM 

0.0437 

34.1-35.9MM 

2.6+0.2 

0.29+0.02 

2.2+0.2 

KENT III 100 

F; SP 

lOOMM 

0.9796 

37.0-39.OMM 

4.1+0.2 

0.42+0.01 

4.8+0.3 

KOOL 

R:NF;SP;M 

TOMM 

0.8395 

23.OMM 

20.2+0.S 

1.23+0.04 

14,0+0.5 

KOOL 

F; HP; M 

BOMM 

0.8B72 

24.6-27.OMM 

15.9+0.4 

1 .08+0.04 

14.6+0.4 

KOOL 

Fi 5P; M 

aSMM 

0.9067 

26.1-30.5MM 

16.3+0.3 

1.04+0.03 

13,8+0,3 

KOOL LIGHTS 

F; SP; M 

BSMM 

0.9179 

33.3-35.9MM 

8.5+0.3 

0.65*0.05 

9.2+0.3 

KOOL LIGHTS lUU 

F; SP; M 

lOOMM 

1 .0654 

34.a-37.0MM 

9.0+0.3 

0,70+0.03 

8.7+0.4 

KOOL MILOS 

F; SP; M 

BSMM 

0.6686 

31.a-34.6MM 

10.2+0.4 

0.73+0.04 

10.7+0.4 

KOOL MI LOS 100 

F; SP; M 

lOOMM 

1 .0720 

39.0-42.IMM 

11.2+0.3 

0.82+0.03 

12.1+1.3 

KOOL SUPER LONGS 100 

F; SP; M 

lOOMM 

1.0525 

34.2-35.8MM 

14.1+0.3 

0.88+0.03 

15.3+0.4 

KOOL ULTRA 

F; SP; M 

eSMM 

0.8933 

33.4-35.9MM 

1,5+0.3 

0.13*0.03 

0.9+0.2 

KOOL ULTRA 100 

F; SP; M 

1Q0MM 

1,0771 

39.7-41.2MM 

4.1+0.3 

0.3B+0.03 

2.7+0.4 

L A M 'i 

F; HP 

BOMM 

0.8368 

26.5-30.IMM 

13.4+0.3 

0.92+0.03 

12.8+0.4 

L A M ! 

Fi SP 

esim 

0.BBB4 

32.0-34.IMM 

13.1+0.4 

0.91+0.03 

12.6+0.S 

lam too 

F; SP 

lOOMM 

0.97B3 

35.9-39.6MM 

13.6+0.4 

0.98+0.03 

13.0+0.4 

lam lights 

F; SP 

BSMM 

0.B507 

32.8-34.OMM 

8.0+0.3 

0.74*0.03 

6.8+0.4 

LAM lights 100 

F; SP 

lOOMM 

0.9530 

36.4-39.7MM 

8.5+0.3 

0.83+0.02 

6. 1+0.4 

LARK 

F; SP 

BSMM 

Q.9S63 

32.4-34.6MM 

13.9+0.3 

0.92+0.02 

13.2+0.5 

LARK 100 

. F; SP 

lOOMM 

1 .1186 

37.0-39.OMM 

14.9+0.3 

0.99+0.03 

14.6+0.5 

LARK LIGHTS 

F; SP 

BSMM 

0.9706 

33.0-35.BbM 

12.0+0.3 

0.89+0.03 

12.1+0.3 

LARK LIGHTS 100 

F; SP 

lOOMM 

1.1122 

36.8-40.OMM 

13,3+0.3 

0.97+0.02 

13.2+0.3 

LUCKY STRIKE 

R; NF; SP 

70MM 

0.8857 

23.OMM 

23.3+0.6 

1.37+0.04 

16.4+0.5 

LUCKY strike 

F, HP 

BOMM 

0.9395 

31.B-35.9MM 

10.5+0.4 

D.77+0.03 

10,3+0.4 

LUCKY STRIKE 

F i SP 

BSMM 

0.9231 

33.0-35.OMM 

10,5+0,3 

0.60+0.03 

9.9+0.4 

LUCKY STRIKE 100 

F; SP 

tOOMM 

1.1325 

34.5-36.IMM 

10.9+0.3 

0.86+0.02 

10.2+0.4 

MARLBORO 

Fi HP 

BOMM 

0.9311 

26.3-28.OMM 

16.1+0.3 

0,97+0.02 

14.0+0.4 

MARLBORO 

F; SP 

eswM 

0.9810 

37.9-40.OMM 

16.0+0.4 

1,00+0.03 

14,5+0.5 

MARLBORO 

F; 5Pi M 

BSMM 

0.9607 

28.9-30.7MM 

15.6+0.4 

0.96+0.03 

14.1+0.3 

MARLBORO 1UQ 

Fi HP 

lOOMM 

1 . 1 1B3 

35.0-36.aMM 

16.0+0.3 

1,05+0.02 

14.4+0.4 

MARLBORO 100 

Fi SP 

looim 

1.1325 

35.0-36.OMM 

16.3+0.4 

1.05+0.04 

15.0+0.5 

MARLBORO LIGHTS 

F; HP 

BSMM 

0.9542 

34.2-36.OMM 

10.1+0.3 

0.69+0.02 

10.6+0.3 

MARLBORO LIGHTS 

F; SP 

RBMM 

0.9433 

33.9-35.VMM 

10.2+0.2 

0.68+0.02 

10.8+0.4 

MARLBORO LIGHTS 100 F; SP 100MW 1.1001 39.1-41.0MM 10.1+0.3 

1 Fofileoct tHncfithol; R>regular; HP-hard padcj SP-«ft padci mB-BlliiiBetBt.’ 

2 Avucaga weight returted In grams pec cigarette. 

3 Kangs tieed in butt lengtli becauae of varianoe of CNBZurap. 

4 VM dry (tar) - milUgrana total particulate matter less nicotine and water cigarette. 

5 lotal reported as nicotine nilllgrams pec cigarette. 

6 Carton Hwcxide repcrted as nilligrans per cigarette. 

-f tolerance shcAn Is twice the standard deviation. 

* Below the sensitivity of the teethed. 

«* Bee statanent in text oonoeciUiig Rool Ultra brands. 

0.71*0.02 

11.1+0.3 


Source: https://www.industrydocuments.ucsf.edu/docs/fxkk0001 
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PACE 3 


TAR NICOTINE AND CARBON MONOXIDE CONTENT 
OF TWO HUNDRED SEVEN VARIETIES OF DOMESTIC CIGARETTES 


BRAND 

TYPE 


lngth 

AVG. 

BUTT 

TPM 

nicotine 

CARBON 

TESTED' 

CODE 


testd 

WEIGHT 

LENGTH 

DRV 

CONTENT 

MONOXIDC 

MAX 120 

F: 

SP 


120MM 

1.0100 

36.a-38.4MM 

18.2+0.3 

1,40+0.04 

17,2+0.6 

MAX 120 

Fi 

5P; 

M 

120MM 

0.9951 

3S.0-40.IMM 

18.7+0.3 

1.44+0.03 

17.1+0.6 

MERIT 

ft 

SP 


eSMM 

0.9769 

36,1-37.6MM 

7.6+0.3 

0.52+0.02 

9.1+0.5 

MERIT 

ft 

SP, 

M 

85MM 

0.99t7 

35.B-3e.5MM 

7.9+0.3 

0.54+0.02 

0.6+O.B 

MERIT 100 

ft 

SP 


10QMM 

1.119S 

37.0-41.3MM 

10,3+0.3 

0.71+0.02 

li.e+o.s 

MERIT 100 

ft 

SPj 

M 

100MM 

1.1111 

39,a-41.9MM 

9.4+0.4 

0.67*0.02 

10.6+0.5 

MERIT ULTRA LIGHTS 

ft 

SP 


B5MM 

0.8956 

35.0-36.8MM 

4,9+0.4 

0.38+0.03 

5.3+0.5 

MERIT ULTRA LIGHTS 

ft 

SP, 

M 

eSMM 

0.9126 

34.2~35.8MM 

4.7+0.5 

0.37+0.02. 

6.0+0.7 

MERIT Ultra lights ioo 

ft 

SP 


lOOMM 

1.0434 

3B.S-40,IMM 

5.1+0.3 

0.43+0.01 

6.4+0.5 

MERIT ultra lights 100 

ft 

SP; 

M 

100MM 

1.0513 

33.1-40.2MM 

4.1+0.2 

0.35+0.02 

4.4*0.3 

MONTCLAIR 

ft 

SPl 

M 

eSMM 

0.9023 

25.9-2B.2MM 

14.7+0.4 

0.98+0.03 

IS.2+0.5 

MORE 120 

ft 

SP 


120MM 

1.0297 

43.0-44.IMM 

16.8+0.4 

1.19+0.03 

20.4+0.4 

MORE 120 

F; 

SP, 

M 

120MM 

1.0375 

41.0-42.2MM 

16.0+0.3 

1.21+0.02 

18.8+0.4 

MORE LIGHTS 100 

fj 

HP 


100MM 

0.9140 

37.0-38.7MM 

6.0+0.4 

0.65+0.02 

7.7+0.5 

MORE LIGHTS 100 

ft 

HP, 

M 

100MM 

0.8550 

36.0-40.IMM 

7.6+0.3 

0.61+0.02 

8.4+0.4 

multifilter 

ft 

SP 


8SMH 

1,1379 

31.Q-33.9MM 

12.1+0.4 

0.77+0.02 

10.5+0.4 

MULTIFILTER 

ft 

SPi 

M 

B5MM 

1.1405 

32.2-33.9MM 

12.2+0.3 

0.76+0.02 

10.2+0.3 

NEKPORT 

ft 

HP, 

M 

eOMM 

0.8776 

32.0-34.IMM 

15.5+0.4 

1.14+0.03 

, 15,4+0.4 

NEWPORT 

ft 

SP; 

M 

BSMM 

0.9247 

26.9-30.0M4 

16.8+0.4 

1.21+0.04 

17.2+0.5 

NEWPORT 100 

ft 

SP, 

M 

100MM 

1.04B9 

34.1-36.2MM 

19.5+0.5 

1.46+0.04 

19.8+0.5 

NEWPORT lights 

ft 

HP, 

M 

fiOMM 

0.8314 

27.6-29.2MM 

B.g+0.2 

0.72+0.04 

9.3+0.4 

NEWPORT lights 

ft 

SP: 

M 

B5MM 

0.6914 

33.2-36.6MM 

B.1+0.4 

0.70+0.03 

8.3+0.5 

NEWPORT lights 100 

F; 

SPt 

M 

100MM 

1.0342 

36, 7-39.1 tat! 

9.5+0.4 

0.83+0.03 

9.6+0.6 

NEWPORT RED 

Ft 

HP 


BOMM 

0.8834 

32.3-34.IMM 

12,1+0.S 

0.94+0.03 

12.5+0.3 

NEWPORT RED 

Ft 

SP 


BSMM 

0.9228 

32.1-33.BMM 

13.7+0.3 

1.04+0.03 

IS.1+0.4 

NOW 

Ft 

HP 


BOMM 

0,6918 

33.2-35.7MM 

* 

* 

* 

NOW 1 

Ft 

SP 


BSMM 

0.79S4 

33,4-36.IMM 

I.2+0.1 

0.11+0.01 

1.5+0,2 

NOW 

Ft 

SP, 

M 

BSMM 

0.7986 

33.9-’3B. IMM 

1.0+0.2 

0.09+0.02 

1.2+0.2 

hOw too 

Ft 

HP 


100MM 

0.6656 

3T.9-3B.7MM 

* 

0.07+0.09 

* 

NOW 100 

Ft 

SP 


100MM 

0.9543 

37.8-3B.eMM 

2.6+0.2 

0.27+0.02 

2.4+0.3 

NOW 100 

Ft 

SPt 

M 

100MM 

0.9451 

36.B-3e.7MM 

2.0+0.2 

0.24+0.02 

1.5*0.2 

OLD GOLD FILTER 

. fi 

SP 


BSMM 

0.9293 

26.B-30.4MM 

17.2+0.4 

1.25+0.04 

18.0+0.5 

OLD GOLD FILTER 100 

ft 

SP 


100MM 

1.0573 

31.4-39.0MM 

20.2+0.4 

1.52+0.05 

19.6+0.4 

OLD GOLD lights 

Fi 

SP 


BSMM 

0.9049 

35.1-36.0MM 

9,3+0.4 

0.82+0.03 

10.0+0,4 

OLD GOLD STRAIGHT 

NF 

SP 


BSMM 

0.9924 

23.0MM 

25.8+0.4 

1.63+0.04 

16.6+0,4 

pall mall 

NF 

SP 


BSMM 

1.05B4 

23.0MM 

23.1+0.6 

1,34+0,04 

15.5+0.5 

pall mall 

ft 

SP 


8SMM 

0.9914 

25.5-29.2MM 

16.7+0.3 

1.11+0.03 

lfi.0+0.5 

PALL MALL IOO 

Fs 

SP 


100MM 

1.1236 

34.2-36.IMM 

15.4+0.4 

1.09+0.03 

15.2+0.5 

PALL mall extra LIGHT 

F i 

SP 


BSMM 

0.9793 

31.6-35.0MM 

7.0+0.4 

0.59+0.02 

6.7+0.4 

PALL MALL LIGHT 100 

Fs 

SP 


tOOMM 

1.0946 

37.5-39.0MM 

9.5+0.4 

0.75+0.03 

8.9+0.4 

PALL mall LIGHT 100 

F; 

SPi 

M 

100MM 

1.0150 

34,4-36.ZMM 

12.4+0.3 

0.97+0.03 

11.4+0.4 

PARLIAMENT LIGHTS 

F; 

HP 


SQMM 

0.9659 

32.9-34.0MM 

B.6+0.2 

0.61+0.02 

9.2+0.4 

parliament lights 

F ; 

SP 


BSMM 

1 .0092 

33.1-34.6MM 

8.7+0.3 

0.63+0.02 

8.5+0.3 

PARLIAMENT LIGHTS 100 

F; 

SP 


lOOMM 

1.24 IS 

3e.6-40.0MM 

11.6+0.3 

0.83*0.02 

10.7+0.4 

PHILIP MORRIS 

"l 

NF, 

SP 

70MM 

0.6474 

23.0MM 

20.8+0.5 

1.24+0.03 

11.0+0.4 

PHILIP MORRIS COMMANDER 

NF 

SP 


BSMM 

1.0481 

23,0MM 

25.7+0.5 

1.S9+0.04 

14.3+0.4 


1 liter; H-nmthDls ft-racjular; HP-hard padtj SP-aoft padtj KB-BdUimeter. 

2 Average wei^ ratjorted in graRS per ciq^etbe. 

3 Range used in butt length becauae of variance of owerwtap. _ > 

4 WM dry (tar) - miliigrana trxiai particulate natter lees niootine and water per oigarette. 

5 total aUcaltode jnepocted as niootim milligrams per cigarette. 
i Carbon Mcrcadde refuted as MUligraBis per cigarette. 

t tolerwoe shown is twice the standard deviatixm. 

* Seiow the sensitivity of the method. 

** See atatanent in teict oonceming Kool Ultra brands. 


Source: https://www.in(dustry(documents.ucsf.e(du/docs/fxkk0001 
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TAR NICOTINE AND CARBON MONOXIDE CONTENT 
OF TWO HUNDRED SEVEN VARIETIES OF DOMESTIC CIGARETTES 


BRAND i 

TYPE 

LNGTH 

AVG. 

BUTT 

TPM 

NICOTINE 

CARBON 

TESTED : 

CODE 

TESTD 

WEIGHT 

LENGTH 

DRV 

CONTENT 

MONOXIDE 


PHILIP MORRIS INTERNATIONAL 

100 

F 

HP 


100MM 

1.1110 

34.6-35.7MM 

16.6+0.2 

1.07+0.02 

15.6+0.4 

PHILIP MORRIS INTERNATIONAL 

100 

F 

HP; 

M 

iOOMM 

1.1430 

34.8-35.2MM 

16.7+0.5 

1.07+0.03 

16.4+0.4 

PICAYUNE 


R 

NF; 

SP 

70MM 

0.8577 

23.0MM 

15.9+0.5 

t.00+0.03 

12.5+0.7 

players 


R 

NF; 

HP 

70MM 

1.0707 

23.0MM 

25,4+0,5 

1.90+0.04 

14.7*0.4 

PLAYERS 


F 

HP 


eSMM 

0.9611 

34.2-36.1MM 

1I.7f0.4 

0.80+0.02 

11.1+0.3 

PLAYERS 


F 

HP, 

M 

aSMM 

0.0444 

34.0-36.BMM 

11.6+0,3 

0,79+0.02 

10.8+0.4 

Players ioo 


F 

HP 


IOOMM 

1 .0269 

38.a-40.5MM 

13.1+0.4 

0.89+0.02 

12.0+0.S 

PLAYERS 100 


F 

HPs 

M 

IOOMM 

1.0404 

3B.Q-39.9MM 

12.9+0.3 

0.87+0.03 

11.4+0.3 

RALEIGH, 


Nf 

: SP 


B5MM 

1.0767 

23.0MM 

24.6+0.7 

t.3B+0.0S 

16.5+0.6 

RALEIGH’ 


F 

SP 


eSMM 

0.9449 

28.4-29.9MM 

14.9+0.3 

0.69+0.03 

16.1+0.S 

RALEIGH too 


F 

SP 


.IOOMM 

1 . 1306 

34.2-36.4MM 

16.0+0.4 

1.04+0.03 

16.6+0.4 

RALEIGH LIGHTS 


F 

SP 


85MM 

0.9297 

32.0-33.aMM 

10.4+0.2 

0.76+0.02 

10.1+0.4 

RALEIGH LIGHTS IOO 


F 

SP 


IOOMM 

1.140S 

38.2-40.1MM 

6.9+0.4 

0.69+0.02 

9.4+0.5 

RICHLAND 


F 

SP 


eSMM 

0.9246 

28.3-29.8MM 

15.9+0.3 

1.05+0,03 

13.2+0.4 

RICHLAND 


F 

SP: 

M 

B5MM 

0.9129 

2a.6-29.5MM 

I5.3+D.4 

0.98+0.03 

13.4+0.4 

SALEM 


F 

SP; 

M 

esiMn 

0.9466 

27.2-29.5MM 

16.0+0.3 

1.06+0.03 

17.6+0.4 

SALEM too 


F 

SP; 

M 

IOOMM 

1.1247 

33.S-3S.4MM 

16.0+0.4 

1.21+0.04 

14,9+0.6 

SALEM LIGHTS 


F 

SP: 

M 

65MM 

0.9384 

34.2-35.1MM 

9.1+0.3 

0.70+0.02 

10.7+0.4 

SALEM LIGHTS lUU 


F 

SP; 

M 

IOOMM 

1.1248 

36.5-3B.3MM 

9.2+0.3 

0.74+0.03 

lO.S+0.3 

SALEM SLIM LIGHTS IOO 


F 

HP; 

M 

IOOMM 

0.0823 

37.6-39.0MM 

a.1+0.3 

0.66+0.02 

8.7+0.4 

Salem ultra 


F 

SP: 

M 

BSMM 

0.9064 

33.0-34.3MM 

5.0+0.3 

0.43+0.02 

e.4+0.4 

SALEM ULTRA 100 


F 

SP: 

M 

IOOMM 

1.1110 

36.2-3e.BMM 

4.7+0.3 

0.42+0.02 

5.9+0,4 

SARATOGA 120 


F 

HP 


120MM 

1 .091S 

37,1-39.2MM 

13.8+0.4 

0.94+0.03 

13.2+0.6 

SARATOGA 120 


F 

HP; 

M 

120MM 

1.1067 

37.2-3B.9MM 

14.0+0.3 

0.93+0.02 

13.5+0.6 

SATIN too 


F 

SP 


IOOMM 

1 .0564 

35.0-36.5MM 

9.9+0.4 

0.85+0.03 

10.5+0.5 

SATIN 100 


F 

SP; 

M 

IOOMM 

1.0530 

35.1-37.1MM 

9.4+0.3 

0,82+0.03 

10.0+0.4 

SILVA THINS 100 


F 

SP 


IOOMM 

0.9411 

34.S-37.3MM 

10.9+0.5 

o.ea+0.04 

8.5+0.4 

SILVA THINS 1U0 


F 

5P: 

M 

IOOMM 

0.9416 

34.2-3e.7MM 

10.7+0.3 

0.89*0.03 

S.3+0.4 

SPRING iOQ 


F 

SP; 

M 

IOOMM 

1,0643 

34.1-36.9MM 

10.9+0.3 

1.05+0.04 

16.3+O.S 

ST. MORITZ 100 


F 

SP 


IOOMM 

1.0518 

35.7-38.3MM 

13.7+0.3 

1.05+0.03 

12.8+0.5 

ST. MORITZ 100 


F 

SP: 

M 

1 OOMM 

1.0550 

35.3-38.0MM 

14.3+0.3 

1.07+0.04 

13.4+0.4 

TALL t20 


F 

SP 


I20MM 

1.1852 

36.6-39.0MM 

19.6+0.5 

) .,49+0.03 

19.3+0.8 

TALL >20 


F 

SPs 

M 

I20MM 

1.1656 

37.0-39.9MM 

16.7+0.B 

1.29+0.07 

17.5+1.1 

TAREVTON 


F 

SP 


BSMM 

1.0099 

25.9-2B.7MM 

13.1+0.3 

0.86+0.03 

13.8+0.4 

TAREVTON 100 


F 

SP 


IOOMM 

1.1665 

33.6-36.2MM 

13.5+0.2 

0.93+0.03 

IS.1+0.3 

TAREVTON LIGHTS 


F 

SP 


HbMM 

0.6764 

33.3-37.1MM 

4.4+0.2 

0.36+0.01 

4.Z+O.2 

TAREVTON LONG LIGHTS IDO 


F 

SP 


'IOOMM 

1.1426 

33.9-36.3MM 

7.5+0.3 

0.62+0.04 

7.0+0.4 

TRIUMPH 


F 

SP 


BSMM 

0.B279 

34.1-36.0MM 

2.9+0.3 

0.30+0.02 

2.5+0.3 

TRIUMPH 


F 

SP; 

M 

85MM 

0.8247 

34.I-3S.0MM 

2.7+0.2 

0.30+0.02 

2.4+0.3 

TRIUMPH 100 


F 

SP 


IOOMM 

0.9700 

37.0-39.3MM 

4.0+0.2 

0.41+0.02 

4.5+0.3 

TRIUMPH, too 


F 

SP; 

M 

IOOMM 

0.9682 

36.8.39.1MM 

3.8+0.4 

0.39+0.02 

4.2+0.5 

TRUE i 


F 

SP 


BSMM 

O.B216 

31.6-33.6MM 

4.0+0.2 

0.41+0.02 

4,4+0.3 

TRUE 


F 

SP; 

M 

BSMM 

0.6206 

31 .9-34.2MM 

5.0+0.3 

0.42+0.02 

4.8+0.3 

TRUE log 


F 

SP 


IOOMM 

0.9851 

33.e-36,0MM 

7.8+0.3 

0.62+0.03 

8.5+0.4 

TRUE 100 


F 

SP; 

M 

IOOMM 

0.9757 

34.2-35.1MM 

7.4+0.3 

0.58+0.02 

7. 8+0.4 

VANTAGE, 


F 

SP 


BSMM 

1.0460 

32.0-34.2MM 

9.7+0.2 

0.71+0.02 

11.9+0.4 


j 


t ^filter} NP-nxi-fliter; M-menttiol: IKragiilar; HP-hard pack; SP-acCt pack; nn-Mllliiaater. 

2 Average wei^ reported lii grame per cigaret te. 

3 Range used in butt length because of variance of owervarap. 

4 ntt dry (tar) - nilligrans tetal particulate eeitter less niootins and water per dgaratta. 

5 Ibtal alkaloide reixiirted as nicotine nilligrams per cigarette. 

6 Cartoon Monoxicle reported as Bililcti’dRie im' cigarette, 
loleranoe shcMi is twice tlie atwtainl de\')atir)n. 

* Below the sensitivity nf ti;e nettiod. 

•• See stateMont in text conoemirH Kqol Ul tra brands. 


Source: https://www.industrydocuments.ucsf.edu/docs/fxkk0001 
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TAR NICOTINE AND CARBON WOHOXIDE CONTENT 
,OF TWO hundred seven VARIETIES OF DOMESTIC CIGARETTES 


BRAND 



type 


LNGTH 

AVG. 

eUTT 

TPM 

NICOTINE 

CARBON 

TESTED 



CODE 

- 

TESTD 

WEIGHT 

length 

DRV 

CONTENT 

MONOXIDE 

VANTAGE 



F; SP; 

M 

B5MM 

1.0723 

32.5-34.0MM 

9.2+0.4 

0.67+0.03 

11.9+0.5 

vantage 

100 


Fj SP 


100MM 

1.2160 

34.6-38.2MM 

9.4+0.3 

0.71+0.03 

10.5+0.6 

vantage 

100 


F; SP; 

M 

lOOMM 

1.2412 

36.9'39.8MM 

9.3+0.3 

0.72+0.02 

10.6+0.4 

vantage 

ULTRA LIGHTS 


Fi SP 


QBtm 

o.esiQ 

32.2-34.6MM 

4.7+0.2 

0.43+0.02 

5.9+0.2 

VANTAGE 

ULTRA lights 


F; SP; 

M 

eSMM 

0.8712 

32.7-34.9MM 

4.6+0.2 

0.40+0.01 

5.8+0.3 

vantage 

ULTRA LIGHTS 

100 

F: SP 


100MM 

1.0656 

36.I-38.2NM 

5.0+0.2 

0.45+0.02 

S.7+0.4 

vantage 

ULTRA LIGHTS 

100 

F; SP; 

M 

lOOMM 

1.0236 

35.4-39.2MM 

5.1+0.2 

0.44+0.03 

6.8+0.4 

VICEROV 



F; SP 


85MM 

0.9059 

28.3-30.1MM 

16.2+0.3 

0.94+0.03 

15.7+0.5 

VICEROV 

RICH LIGHTS 


F; SP 


aSMM 

0.9179 

32.1-34.3MM 

9.9+0.3 

0.74+0.02 

9,6+0.3 

VICEROY 

RICH LIGHTS 100 

F; SP 


lOOMM 

1.0851 

39.0-41.IMM 

10.5+0.4 

0.78+0.02 

11.3+0.4 

VICEROV 

SUPER LONG 100 

F; SP 


lOOMM 

1.0776 

33.6-3G.SMM 

14.3+0.3 

0.94+0.03 

16.1+0,4 

VIRGINIA 

> SLIMS 100 


F; SP 


lOOMM 

0.9500 

34.5-36.3MM 

14.3+0.4 

0.93+0.02 

12.3+0.4 

VIRGINIA 

> SLIMS 100 


F; SP; 

M 

lOOMM 

0.9428 

33.2-36.3MM 

14.5+0.3 

0.04+0.03 

12.9+0,4 

VIRGINIA 

1 SLIMS lights 

100 

F; HP 


lOOMM 

0.9672 

39.0-40.4MM 

7.7+0.4 

0.57+0.03 

7,4+0.4 

VIRGINIA 

, SLIMS lights 

100 

F; HP; 

M 

lOOMM 

0.9677 

3B.7-39.7MM 

7.8+0.4 

0.56+0.02 

7.5+0.4 

WINSTON 



Fj HP 


aOMM 

0.9222 

25.1-27.3A»M 

16.1+0.4 

1.07+0.04 

14.5+0.4 

WINSTON 



F; SP 


aSMM 

0.9979 

26.9-29.5MM 

15.8+0.4 

I.06+0.03 

14.7+0.3 

WINSTON 

100 


F; SP 


lOOMM 

1.1219 

34.1-36.IMM 

16.5+0.4 

1.20+0.04 

15.8+0.4 

WINSTON 

INTERNATIONAL 

100 

F; HP 


lOOMM 

1.0528 

34.2-35.6MM 

15.5+0.4 

1,10+0.03 

13.5+0.4 

WINSTON 

LIGHTS 


F; SP 


eSMM 

0.9448 

32.B-34.9MM 

8.4+0.3 

0.65+0.02 

9.3+0.3 

WINSTON 

lights 100 


Fj SP 


lOOMM 

1.1306 

36.0-3e.9MM 

t1.5^0.3 

0.83+0,02 

13.1+0.S 

WINSTON 

ULTRA lights 


F: SP 


B5MM 

0.8818 

33.4-35.6MM 

4,8+0.2 

0.42+0.01 

6.S+0.3 

WINSTON 

ULTRA lights 

100 

F; SP 


lOOMM 

1.0857 

36.a-3e,aMM 

5.3+0.3 

0.45+0.02 

6.6+0.5 






Mutari H-Ben«(Dl» R-regular; HP-ha»a padti SP-K>ft padc, imwniUiBiatier 

AMEtrage weight nsf^tsd in grans per cigarette. * iiimBtar. 

Range used In butt iengtdi because of vsuriawe of ov^wap. 

W fty (W) - wiiugrciiia total partiaOate matter less nicotine aid water per cigamtte 
Ttital alXaloids reported as niooUtB nilligpcaw per cigarette. ^ crgarette. 

Carton HsKKide reported as mllUgraiis per cigarette. 
loleratEe stcMn is twice tlte statdoni dtwiaticii. 

Below the sensitivity af the aetlxx]. 


A* Sen statcnenb in. tes.t.oonaen^ng Huol Ultra braids. 


Source: https://www.industrydocuments.ucsf.edu/docs/fxkk0001 
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BRAND 

NAME 


TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC.CIGARETTES TESTED BY FTC METHOD 

ilntfitu-iltfi O^CA ei Taa] 

TYPE 



CAMBRIDGE 
CARLTON ' 

CARLTON 100 
NOW 

NOW 100 

BENSON & HEDGES 

CAMBRIDGE 

CARLTON 

CARLTON 

CARLTON 100 

NOW 

NOW 

KOOL ULTRA** 

NOW 100 

KENT III 

NOW 100 

TRIUMPH 

TRIUMPH 

DORAL II 

DORAL II 

ICEBERG 100 

KENT III 100 

KOOL ULTRA 100** 

MERIT ULTRA LIGHTS 100 
TAREYTON LIGHTS 
TRIUMPH 100 
TRIUMPH 100 

BENSON & HEDGES ULTRA LIGHT 

BENSON & HEDGES ULTRA LIGHT 

CAMBRIDGE 100 

CARLTON 100 

CARLTON 100 

MERIT ULTRA LIGHTS 

MERIT ULTRA LIGHTS 

MERIT ULTRA LIGHTS 100 

SALEM ULTRA 

SALEM ULTRA 100 

TRUE 

TRUE 

VANTAGE ULTRA LIGHTS 
VANTAGE ULTRA LIGHTS 
VANTAGE ULTRA LIGHTS 100 
VANTAGE ULTRA LIGHTS 100 


KING SIZE; FILTER; (HARD PACK) 

KING SIZE; FILTER; (HARD PACK) 
lOOMM; FILTER; MENTHOL; (HARD PACK) 
KING SIZE; FILTER; (HARD PACK) 
lOOMM; FILTER; (HARD PACK) 

REG SIZE; FILTER; (HARD PACK) 

KING SIZE; FILTER 
KING SIZE; FILTER 
KING SIZE; FILTER; MENTHOL 
lOOMM; FILTER; (HARD PACK) 

KING SIZE; FILTER 

KING SIZE; FILTER; MENTHOL 

KING SIZE; FILTER; MENTHOL 

lOOMM; FILTER; MENTHOL 

KING SIZE; FILTER 

lOOMM; FILTER 

KING SIZE; FILTER 

KING SIZE; FILTER; MENTHOL 

KING SIZE; FILTER 

KING SIZE; FILTER; MENTHOL 

lOOMM; FILTER; MENTHOL 

lOOMM; FILTER 

lOOMM; FILTER; MENTHOL 

lOOMM; FILTER; MENTHOL 

KING SIZE; FILTER 

lOOMM; FILTER 

lOOMM; FILTER; MENTHOL 

lOOMM; FILTER; (HARD PACK) 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

lOOMM; FILTER 

lOOMM; FILTER 

lOOMM; FILTER; MENTHOL 

KING SIZE; FILTER 

KING SIZE; FILTER; MENTHOL 

lOOMM; FILTER 

KING SIZE; FILTER; MENTHOL 

lOOMM; FILTER; MENTHOL 

KING SIZE; FILTER 

KING SIZE; FILTER; MENTHOL 

KING SIZE; FILTER 

KING SIZE; FILTER; MENTHOL 

lOOMM; FILTER 

lOOMM; FILTER; MENTHOL 


* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

Ht 

* 

* 

0.1 

* 

1 

.0.1 

2 

1 

0.1 

1 

1 

0.1 

2 

1 

0.1 

1 

1 

0.1 

* 

1 

0.1 

2 

1 

0.1 

1 

2 

0.1 

1 

2 

0.2 

1 

3 

0.3 

2 

3 

0.3 

2 

3 

0.3 

3 

3 

0.3 

2 

4 

0.4 

3 

4 

0.4 

3 

4 

0.3 

4 

4 

0.4 

5 

4 

0.4 

3 

4 

0.4 

4 

4 

0.4 

4 

4 

0.4 

5 

4 

0.4 

4 

5 

0.4 

5 

5 

0.4 

5 

5 

0.4 

5 

5 

0.4 

6 

5 

0.4 

6 

5 

0.4 

5 

5 

0.4 

5 

5 

0.4 

6 

5 

0.4 

6 

5 

0.4 

6 

5 

0.4 

4 

5 

0.4 

5 

5 

0.4 

6 

5 

0.4 

6 

5 

0.5 

6 

5 

0.4 

7 


X total partleiilata WtijM : liu niootine and niatar jftx 

2 maotim tcptal a»aloifls npxtmA in ■Ull^n** i»r ct 9 B«r«». 

1 Ozton Nonoxidc ny ar t afl in par oifaratte. 

• XnAloatM “tar* C.5 ap-} i»i»tlna balna 0.05 as. or carbon afMwwln a 

balow 0.5 ag. par cigaratta. . 

•• Paa auta raa it in taat ocnoacning »od. dtra faranda. _^_ _ 


PM3001060445 



Source: https://www.industrydocuments.ucsf.edu/docs/fxkk0001 
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BRAND 

NAME 


TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 
.'(Tnc^m^S OndtA o j Tm} 

TYPE 



WINSTON ULTRA LIGHTS 

KING SIZE; FILTER 

5 

0.4 

6 

WINSTON ULTRA LIGHTS 100 

lOOMM; FILTER 

5 

0.5 

7 

BRIGHT 

KING SIZE; FILTER; MENTHOL 

6 

0.5 

7 

BRIGHT 100 

lOOMM; FILTER; MENTHOL 

6 

0,5 

7 

CARLTON 120 

120MM; FILTER 

7 

0.6 

5 

CARLTON 120 

120MM; FILTER; MENTHOL 

7 

0.6 

5 

PALL MALL EXTRA LIGHT 

KING SIZE; FILTER 

7 

0.6 

7 

TAREYTON LONG LIGHTS 100 

lOOMM; FILTER 

7 

0.6 

7 

TRUE 100 

lOOMM; FILTER; MENTHOL 

7 

0.6 

8 

BELAIR 100 

lOOMM; FILTER; MENTHOL 

8 

0.6 

7 

CAMEL LIGHTS 

KING SIZE; FILTER 

8 

0.7 

10 

KENT GOLDEN LIGHTS 

KING SIZE; FILTER; MENTHOL 

8 

0.7 

8 

KOOL LIGHTS 

KING SIZE; FILTER; MENTHOL 

8 

0.7 

9 

L & M LIGHTS 

KING SIZE; FILTER 

8 

0.7 

7 

L & M LIGHTS 100 

lOOMM; FILTER 

8 

O.B 

6 

MERIT 

KING SIZE; FILTER 

B 

0.5 

9 

MERIT 

KING SIZE; FILTER; MENTHOL 

8 

0.5 

10 

MORE LIGHTS 100 

lOOMM; FILTER; (HARD PACK) 

8 

0.6 

8 

MORE LIGHTS 100 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

8 

0.6 

8 

NEWPORT LIGHTS 

KING SIZE; FILTER; MENTHOL 

8 

0.7 

8 

SALEM SLIM LIGHTS 100 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

8 

0.7 

9 

TRUE 100 

lOOMM; FILTER 

8 

0.6 

8 

VIRGINIA SLIMS LIGHTS 100 

lOOMM; FILTER; (HARD PACK) 

8 

0.6 

7 

VIRGINIA SLIMS LIGHTS 100 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

8 

0.6 

8 

WINSTON LIGHTS 

KING SIZE; FILTER 

8 

0.7 

9 

CAMEL LIGHTS 

KING SIZE; FILTER; (HARD PACK) 

9 

0.7 

6 

CENTURY LIGHTS 

KING SIZE; FILTER 

9 

0.7 

11 

KENT GOLDEN LIGHTS 

KING SIZE; FILTER 

9 

0.8 

9 

KENT GOLDEN LIGHTS 100 

lOOMM; FILTER 

9 

0.8 

10 

KENT GOLDEN LIGHTS 100 

lOOMM; FILTER; MENTHOL 

9 

0.8 

9 

KOOL LIGHTS 100 

lOOMM; FILTER; MENTHOL 

9 

0.7 

9 

MERIT 100 

lOOMM; FILTER; MENTHOL 

9 

0.7 

11 

NEWPORT LIGHTS 

KING SIZE;FIL;MENTHOL; (HARD PACK) 

9 

0.7 

9 

OLD GOLD LIGHTS 

KING SIZE; FILTER 

9 

O.B 

10 

PALL MALL LIGHT 100 

lOOMM; FILTER 

9 

0.7 

9 

PARLIAMENT LIGHTS 

KING SIZE; FILTER; (HARD PACK) 

9 

0.6 

9 

PARLIAMENT LIGHTS 

KING SIZE; FILTER 

9 

0.6 

9 

RALEIGH LIGHTS 100 

lOOMM; FILTER 

9 

0.7 

9 

SALEM LIGHTS 

KING SIZE; FILTER; MENTHOL 

9 

0.7 

11 

SALEM LIGHTS 100 

lOOMM; FILTER; MENTHOL 

9 

0.7 

11 

SATIN 100 

lOOMM; FILTER; MENTHOL 

9 

0.8 

10 

VANTAGE 

KING SIZE; FILTER; MENTHOL 

9 

0.7 

12 

VANTAGE 100 

lOOMM; FILTER 

9 

0.7 

11 


X *3kx^ * BUULgrwB total partioulaba oattar Xaaa Blaetlna aid iMtB’ par dgaxaitta.' 

1 MiootiM tstal alkaloiflt rapot t ad in Billijgrsis par cipaEvtt*. | 

S Ca]ten Nanoxida nportad in ajl] igr— par dpatwtta. i 

Xndiaatas ’’tar* baXow 0.5 mj.t aiootina toalcM 0.06 ag. or oaitEn WDnoaida | 

balow 0.5 m 3 , par cigaratta. I 

** Saa atatanant in tart cmn a min B KooX dtca t c a afl a . . _ J \C 


PM3001060446 


Source: https://www.industrydocuments.ucsf.edu/docs/fxkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 

OjuUca o { Tna ) 

BRAND TYPE 

NAME 

I 

g 

!t( 

►a , 

g 

s 


VANTAGE iOO 


lOOMM; 

FILTER; MENTHOL 

9 

0.7 

11 

BELAIR 


KING SIZE; FILTER; MENTHOL 

10 

0.7 

9 

BENSON & HEDGES LIGHTS 

100 

lOOMM; 

FILTER 

10 

0.7 

11 

BENSON & HEDGES LIGHTS 

100 

lOOMM; 

FILTER; MENTHOL 

10 

0.7 

10 

KOOL MILDS 


KING SIZE; FILTER; MENTHOL 

10 

0.7 

11 

LUCKY STRIKE 


KING SIZE; FILTER 

10 

0.8 

10 

MARLBORO LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

10 

0.7 

11 

MARLBORO LIGHTS 


KING SIZE; FILTER 

10 

0.7 

11 

MARLBORO LIGHTS 100 


lOOMM; 

FILTER 

10 

0.7 

11 

MERIT 100 


lOOMM; 

FILTER 

10 

0.7 

12 

NEWPORT LIGHTS 100 


lOOMM; 

FILTER; MENTHOL 

10 

0.8 

10 

RALEIGH LIGHTS 


KING SIZE; FILTER 

10 

0.8 

10 

SATIN 100 


lOOMM; 

FILTER 

10 

0.9 

11 

VANTAGE 


KING SIZE; FILTER 

10 

0.7 

12 

VICEROY RICH LIGHTS 


KING SIZE; FILTER 

10 

0.7 

10 

CAMEL LIGHTS 100 


lOOMM, 

FILTER 

11 . 0.8 

14 

KOOL MILDS 100 


lOOMM 

FILTER; MENTHOL 

11 

0.8 

12 

LUCKY STRIKE 


KING SIZE; FILTER; {HARD PACK) 

11 

0.8 

10 

LUCKY STRIKE 100 


lOOMM 

FILTER 

11 

0.9 

10 

SILVA THINS 100 


lOOMM 

FILTER 

11 

0.9 

9 

SILVA THINS 100 


lOOMM 

FILTER; MENTHOL 

11 

0.9 

8 

VICEROY RICH LIGHTS 100 

lOOMM 

FILTER 

11 

0.8 

11 

WINSTON LIGHTS 100 


lOOMM 

FILTER 

11 

0.8 

13 

EVE LIGHTS 100 


lOOMM 

FILTER 

12 

0.9 

9 

EVE LIGHTS 100 


lOOMM 

FILTER; MENTHOL 

12 

0.9 

9 

KENT 


KING SIZE; FILTER; (HARD PACK) 

12 

0.9 

11 

KENT 


KING SIZE 

12 

0.9 

10 

MULTI FILTER 


KING SIZE; FILTER 

12 

0.8 

10 

MULTIFILTER 


KING SIZE; FILTER; MENTHOL 

12 

0.8 

10 

NEWPORT RED 


KING SIZE; FILTER; (HARD PACK) 

12 

0.9 

13 

PALL MALL LIGHT 100 


lOOMM 

FILTER; MENTHOL 

12 

1.0 

11 

PARLIAMENT LIGHTS 100 


lOOMM 

FILTER 

12 

0.8 

11 

PLAYERS 


KING SIZE; FILTER; (HARD PACK) 

12 

0.8 

11 

PLAYERS 


RING SIZE; FILTER; MENTHOL 

12 

0.8 

11 

DORADO 


KING SIZE; FILTER 

13 

0.9 

12 

KENT 100 


lOOMM 

; FILTER 

13 

1.0 

11 

L & M 


KING SIZE; FILTER; (HARD PACK) 

13 

0.9 

13 

L Sc M 


KING SIZE; FILTER 

13 

0.9 

13 

LARK LIGHTS 


RING SIZE; FILTER 

13 

0.9 

12 

LARK LIGHTS 100 


lOOMM 

; FILTER 

13 

1.0 

13 

PLAYERS 100 


lOOMM 

; FILTER; (HARD PACK) 

13 

0.9 

12 

PLAYERS 100 


lOOMM 

; FILTER; MENTHOL; (HARD PACK) 

13 

0.9 

11 

TAREYTON 


KING SIZE; FILTER 

13 

0.9 

14 


1 "Dir* • piirticuliitv laitbiar Im aiooBni mS wtiir fV 

i KiootiM total aUaloids tucertad in niUlsfnn* pn cigKVtta. 

1 Ctkxtxsn HonOKidle r ^w r f d in aiiligrana par eifiuvtta. 

* Indioatu •tax^ O.S ag.i nisetim faadw 0.P5 ag- or mrfaqn arwrart i la 

talcw 0.5 ag. par ci ga ratt a . 

** Saa aUla ca atf. in taact eonoaming locd Ultra Imada. 


PM3001060447 

Source: https://www.industrydocuments.ucsf.edu/docs/fxkk0001 
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TAR NICOTINE AND CO CONTENT OP TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY PTC METHOD 




\1nwiu^ C^dt^ oi Tot) 




BRAND 


TYPE 



« K 

NAME 



> 

S' 

is | 

TAREYTON- 10Q 


lOOMM; FILTER 

13 

0.9 

15 

CENTURY 


KING SIZE; FILTER 

14 

0.9 

16 

EVE LIGHTS 120 


120MM; FILTER; (HARD PACK) 

14 

1.1 

11 

EVE LIGHTS 120 


120MM; FILTER; MENTHOL; (HARD PACK) 

14 

1.1 

11 

GALAXY 


KING SIZE; FILTER 

14 

0:9 

13 

KOOL SUPER LONGS 

100 

lOOMM; FILTER; MENTHOL 

14 

0.9 

15 

L t M 100 


lOOMM; FILTER 

14 

1.0 

13 

LARK 


KING SIZE; FILTER 

14 

0.9 

13 

NEWPORT RED 


KING SIZE; FILTER 

14 

1.0 

15 

SARATOGA 120 


120MM; FILTER; (HARD PACK) 

14 

0.9 

13 

SARATOGA 120 


120MM; FILTER; MENTHOL; (HARD PACK) 

14 

0.9 

13 

ST. MORITZ 100 


lOOMM; FILTER 

14 

1.1 

13 

ST. MORITZ 100 


lOOMM; FILTER; MENTHOL 

14 

1.1 

13 

VICEROY SUPER LONG 100 

lOOMM; FILTER 

14 

0.9 

16 

VIRGINIA SLIMS 100 

lOOMM; FILTER 

14 

0.9 

12 

VIRGINIA SLIMS 100 

lOOMM; FILTER^ MENTHOL 

14. 

0.9 

13 

BENSON & HEDGES 


KING SIZE; FILTER; (HARD PACK) 

15 

1.1 

11 

KENT 100 


lOOMM; FILTER; MENTHOL 

15 

1.2 

14 

LARK 100 


lOOMM; FILTER 

15 

1.0 

15 

MONTCLAIR 


KING SIZE; FILTER; MENTHOL 

15 

1.0 

15 

PALli MALL 100 


lOOMM; FILTER 

15 

1.1 

15 

RALEIGH 


KING SIZE; FILTER 

15 

0.9 

16 

RICHLAND 


KING SIZE; FILTER; MENTHOL 

15 

1.0 

13 

ALPINE 


KING SIZE; FILTER; MENTHOL 

16 

0.9 

14 

BENSON & HEDGES 

100 

lOOMM; FILTER; (HARD PACK) 

16 

1.0 

15 

BENSON & HEDGES 

100 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

16 

1.0 

15 

BENSON t HEDGES 

100 

lOOMM; FILTER 

16 

1.0 

15 

BENSON & HEDGES 

100 

lOOMM; FILTER; MENTHOL 

16 

1.0 

15 

CAMEL 


KING SIZE; FILTER; (HARD PACK) 

16 

1.1 

15 

CAMEL 


KING SIZE; FILTER 

16 

1.1 

14 

KOOL 


KING SIZE;FIL;MENTHOL;(HARD PACK) 

16 

1.1 

15 

KOOL 


KING SIZE; FILTER; MENTHOL 

16 

1.0 

14 

MARLBORO 


KING SIZE; FILTER (HARD PACK) 

16 

1.0 

14 

MARLBORO 


KING SIZE; FILTER 

16 

1.0 

15 

MARLBORO 


KING SIZE; FILTER; MENTHOL 

16 

1.0 

14 

MARLBORO 100 


lOOMM; FILTER; (HARD PACK) 

16 

1.0 

14 

MARLBORO 100 


lOOMM; FILTER 

16 

1.0 

15 

MORE 120 


120MM; FILTER; MENTHOL 

16 

1.2 

19 

NEWPORT 


KING SIZE;FIL;MENTHOL; (HARD PACK) 

16 

1.1 

15 

PICAYUNE 


REG SIZE; NON-FILTER 

16 

1.0 

12 

RALEIGH 100 


lOOMM; FILTER 

16 

1.0 

17 

RICHLAND 


KING SIZE; FILTER 

16 

1.1 

13 

SALEM 


KING SIZE; FILTER; MENTHOL 

16 

1.1 

18 


1 . BiliiBnrai totii pirticulat* ■rttar Ins nlootlnsrt ntn dswrtt*- 

2 Miootins total '!"<<<« rsportad in nilllBwm par cl9n*Wia* 

3 carbon NonoKida rtnrt ad in sillligncatis par ci 4 a>^abta. . 

• InUeatn "tar" btlcv 0.5 ag.t niootlns taloa 0.05 ag. or oaxson 

bslow 0.5 wg. par dgazatta. ^_ 

a* Sm *bat«Bnt in baxt oonoaming Rool DXtxa faranfla. .. 


PM3001060448 


Source: https://www.industrydocuments.ucsf.edu/docs/fxkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 

WneAVUtimB Ondtfi. oi Toa} 



9t% 

© 

BRAND 

TYPE 


NAME 



i 

§s. 



2, 

s 


SALEM 100 

lOOMM; FILTER; MENTHOL 

16 

1.2 

15 

VICEROY 

KING SIZE;,FILTER 

16 

0.9 

16 

WINSTON 

KING SIZE; FILTER; (HARD PACK) 

16 

1.1 

14 

WINSTON 

KING SIZE; FILTER 

16 

1.1 

15 

WINSTON INTERNATIONAL 100 

lOOMM; FILTER; (HARD PACK) 

16 

1.1 

14 

MORE 120 

120}«W; FILTER 

17 

1.2 

20 

NEWPORT 

KING SIZE; FILTER; MENTHOL 

17 

1.2 

17 

OLD GOLD FILTER 

KING SIZE; FILTER 

17 

1.3 

18 

PALL MALL 

KING SIZE; FILTER 

17 

1.1 

16 

PHILIP MORRIS INTERNATIONAL 

lOOMM; FILTER (HARD PACK) 

17 

1.1 

16 

PHILIP MORRIS INTERNATIONAL 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

17 

1.1 

16 

TALL 120 

120MM; FILTER; MENTHOL 

17 

1.3 

17 

WINSTON 100 

lOOMM; FILTER 

17 

1.2 

16 

HALF & HALF 

KING SIZE; FILTER 

18 

1.3 

17 

MAX 120 

120MM; FILTER 

18 

1.4 

17 

CHESTERFIELD 

REG SIZE; NON-FILTER 

13- 

1.2 

11 

MAX 120 

120MM; FILTER; MENTHOL 

19 

1.4 

17 

NEWPORT 100 

lOOMM; FILTER; MENTHOL 

19 

1.5 

20 

SPRING 100 

lOOMM; FILTER; MENTHOL 

19 

1.1 

16 

KOOL 

REG SIZE; NON-FILTER; MENTHOL 

20 

1.2 

14 

OLDS30LD FILTER 100 

lOOMM; FILTER 

20 

1.5 

20 

TALL 120 

120MM; FILTER 

20 

1.5 

19 

CAMEL 

REG SIZE; NON-FILTER 

21 

1.4 

13 

PHILIP MORRIS 

REG SIZE; NON-FILTER 

21 

1,2 

12 

CHESTERFIELD 

KING SIZE; NON-FILTER 

22 

1.5 

13 

ENGLISH OVALS 

REG SIZE; NON-FILTER; (HARD PACK) 

23 

1.8 

11 

LUCKY STRIKE 

REG SIZE; NON-FILTER 

23 

1.4 

16 

PALL MALL 

KING SIZE; NON-FILTER 

23 

1.3 

15 

HERBERT TAREYTON 

KING SIZE; NON-FILTER 

24 

1.5 

16 

PLAYERS 

REG SIZE; NON-FILTER; (HARD PACK) 

25 

1.9 

15 . 

RALEIGH 

KING SIZE; NON-FILTER 

25 

1.4 

16 

OLD GOLD STRAIGHT 

KING SIZE; NON-FILTER 

26 

1.6 

17 

PHILIP MORRIS COMMANDER 

KING SIZE; NON-FILTER 

26 

1.6 

14 

BULL DURHAM 

KING SIZE; FILTER 

28 

1.8 

23 

ENGLISH OVALS 

KING SIZE; NON-FILTER; (HARD PACK) 

28 

2.1 

14 


.1 *lhr* - ailliqrantt UtAl aBtter niootlne ml wbv peer dgaxvtta. 

-2 moDtine tstMl alJaloldc rq»rt*d in tdlligrira par eigwkba. 

3 Ckrta itxKBdde r a tx r t ad is rnmigms per dseratte. 

* Xndiaites *tar" telaf 0.5 wg.i niootine halow 0.05 eg. er aazbon 
below 0.5 vg. pir eigerette. 

etetCBBit in text oanzning Xoal Oltre bcwd*. _; 


PM3001060449 


Source: https://www.industrydocuments.ucsf.edu/docs/fxkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 






(Incxeuiag ddcA oj Kiaatutt)^ 




BRAND 



TYPE 

... 



NAME 




ti 

1 

sf 

CAMBRIDGE 



KING SIZE; FILTER; (HARD PACK) 

* 

* 

* 

CARLTON ‘ 



KING SIZE; FILTER; (HARD PACK) 

* 

* 

* 

CARLTON 100 



lOOMM; FILTER; MENTHOL; (HARD PACK) 

* 

* 

* 

NOW 



KING SIZE; FILTER; (HARD PACK) 

■k 

* 

* 

BENSON fi. HEDGES 



REG SIZE;-FILTER; (HARD PACK) 

1 

0.1 

2 

CAMBRIDGE 


■ 

KING SIZE; FILTER 

1 

0.1 

1 

CARLTON 



KING SIZE; FILTER 

1 

0.1 

2 

CARLTON 



KING SIZE; FILTER; MENTHOL 

1 

0.1 

1 

CARLTON 100 



lOOMM; FILTER; (HARD PACK) 

1 

0.1 

* 

KOOL ULTRA** 



KING SIZE; FILTER; MENTHOL 

2 

0.1 

1 

NOW 



KING SIZE; FILTER 

1 

0.1 

2 

NOW 



KING SIZE; FILTER; MENTHOL 

1 

0.1 

1 

NOW 100 



lOOMM; FILTER; (HARD PACK) 

* 

0.1 

* 

NOW 100 



lOOMM; FILTER; MENTHOL 

2 

0.2 

1 

ICEBERG 100 



lOOMM; FILTER; MENTHOL 

4 

0,3 

4 

KENT III 



KING SIZE; FILTER 

3 

0.3 

2 

NOW 100 



lOOMM; FILTER 

3 

0.3 

2 

TRIUMPH 



KING SIZE; FILTER 

3 

0.3 

3 

TRIUMPH 



KING SIZE; FILTER; MENTHOL 

3 

0.3 

2 

BENSON & HEDGES ULTRA 

LIGHT 

lOOMM; FILTER; (HARD PACK) 

5 

0.4 

5 

BENSON £< HEDGES ULTRA 

LIGHT 

100hO4; FILTER; MENTHOL; (HARD PACK) 

5 

0.4 

5 

CAMBRIDGE 100 



lOOMM; FILTER 

5 

0.4 

5 

CARLTON 100 



lOOMM; FILTER 

5 

0.4 

6 

CARLTON 100 



lOOMM; FILTER; MENTHOL 

5 

0.4 

6 

DORAL II 



KING SIZE; FILTER 

4 

0.4 

3 

DORAL II 



KING SIZE; FILTER; MENTHOL 

4 

0.4 

3 

KENT III 100 



lOOMM; FILTER 

4 

0.4 

5 

KOOL ULTRA 100** 



lOOMM; FILTER; MENTHOL 

4 

0.4 

3 

MERIT ULTRA LIGHTS 



RING SIZE; FILTER 

5 

0.4 

5 

MERIT ULTRA LIGHTS 



KING SIZE; FILTER; MENTHOL 

5 

0.4 

5 

MERIT ULTRA LIGHTS 

100 


lOOMM; FILTER 

5 

0.4 

6 

MERIT ULTRA LIGHTS 

100 


lOOMM; FILTER; MENTHOL 

4 

0.4 

4 

SALEM ULTRA 



KING SIZE; FILTER; MENTHOL 

5 

0.4 

6 

SALEM ULTRA 100 



lOOMM; FILTER; MENTHOL 

5 

0.4 

6 

TAREYTON LIGHTS 



KING SIZE? FILTER 

4 

0.4 

4 

TRIUMPH 100 



lOOMM; FILTER 

4 

0,4 

5 

TRIUMPH 100 



lOOMM; FILTER; MENTHOL 

4 

0.4 

4 

TRUE 



KING SIZE; FILTER 

5 

0.4 

4 

TRUE 



KING SIZE; FILTER; MENTHOL 

5 

0.4 

5 

VANTAGE ULTRA LIGHTS 


KING SIZE; FILTER 

5 

0.4 

6 

VANTAGE ULTRA LIGHTS 


KING SIZE; FILTER; MENTHOL 

5 

0.4 

.6 

VANTAGE ULTRA LIGHTS 100 

lOOMM; FILTER; MENTHOL 

5 

0.4 

7 

WINSTON ULTRA LIGHTS 


KING SIZE; FILTER 

5 

0.4 

6 


1 "nr" - Billigrins total pardrulatB aatter lau niootim nO wt«r par dgaivtte.' 
3 Niootiw total alkaloids in BiUigm par dgazatta. | 

'1 Carbon Knooclda n^srtaa in RUligraos per cigarette. 

* Indfoataa ‘tar* bel/M 0.5 eg. r niootlna taelor 0.05 eg. or oKtat amadde 
below 0.5 eg. per cigarette. 

** See etatamant in text o o n oa mtii g Kool tUtza bcanda. _ . _ . . . _ J 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS OF 

BRAND 

NAME 

DOMESTIC CIGARETTES TESTED BY FTC METHOD 

IJncJitaiims OKdtA o£ UicotiMi 

TYPE 

•• 


«f« 

ii 

BRIGHT . 


KING SIZE; FILTER; MENTHOL 

6 

0^5 

7 

BRIGHT 100 


lOOMM 

FILTER; MENTHOL 

6 

0.5 

7 

MERIT 


KING SIZE; FILTER 

8 

0.5 

9 

MERIT 


KING SIZE; FILTER; MENTHOL 

8 

0.5 

10 

VANTAGE ULTRA LIGHTS 

100 

lOOMM 

FILTER 

5 

0.5 

6 

WINSTON ULTRA LIGHTS 

100 

lOOMM 

FILTER 

5 

0.5 

7 

BELAIR 100 


lOOMM 

FILTER; MENTHOL 

8 

0.6 

7 

CARLTON 120 


120MM 

FILTER 

7 

0.6 

5 

CARLTON 120 


120MM 

FILTER; MENTHOL 

7 

0.6 

5 

MORE LIGHTS 100 


lOOMM 

FILTER; (HARD PACK) 

8 

0.6 

8 

MORE LIGHTS 100 


lOOMM 

FILTER; MENTHOL; (HARD PACK) 

8 

0.6 

8 

PALL MALL EXTRA LIGHT 


KING SIZE; FILTER 

7 

0.6 

7 

PARLIAMENT LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

9 

0.6 

9 

PARLIAMENT LIGHTS 


KING SIZE; FILTER 

9 

0.6 

9 

TAREYTON LONG LIGHTS 

100 

lOOMM; 

FILTER 

7 

0.6 

7 

TRUE 100 


lOOMM; 

FILTER 

8 

0.6 

8 

TRUE 100 


lOOMM; 

FILTER; MENTHOL 

7' 

0.6 

8 

VIRGINIA SLIMS LIGHTS 

100 

lOOMM; 

FILTER; (HARD PACK) 

8 

0.6 

7 

VIRGINIA SLIMS LIGHTS 

100 

lOOMM; 

FILTER; MENTHOL; (HARD PACK) 

8 

0.6 

8 

BELAIR 


KING SIZE; FILTER; MENTHOL 

10 

0.7 

9 

BENSON St HEDGES LIGHTS 100 

lOOMM; 

FILTER 

10 

0,7 

11 

BENSON St HEDGES LIGHTS 100 

lOOMM; 

FILTER; MENTHOL 

10 

0.7 

10 

CAMEL LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

9 

0.7 

8 

CAMEL LIGHTS 


KING SIZE; FILTER 

B 

0.7 

10 

CENTURY LIGHTS 


KING SIZE; FILTER 

9 

0.7 

11 

KENT GOLDEN LIGHTS 


KING SIZE; FILTER; MENTHOL 

8 

0.7 

8 

KOOL LIGHTS 


KING SIZE; FILTER; MENTHOL 

8 

0.7 

9 

KOOL MILDS 


KING SIZE; FILTER; MENTHOL 

io 

0.7 

11 

KOOL LIGHTS 100 


lOOMM; 

FILTER; MENTHOL 

9 

0.7 

9 

L & M LIGHTS 


KING SIZE; FILTER 

8 

0.7 

7 

MARLBORO LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

10 

0.7 

11 

MARLBORO LIGHTS 


KING SIZE; FILTER 

10 

0.7 

11 

MARLBORO LIGHTS 100 


lOOMM; 

FILTER 

10 

0.7 

11 

MERIT 100 


lOOMM; 

FILTER 

10 

0.7 

12 

MERIT 100 


lOOMM; 

FILTER; MENTHOL 

9 

0.7 

11 

NEWPORT LIGHTS 


KING SIZE;FIL;MENTHOL; (HARD PACK) 

9 

0.7 

9 

NEWPORT LIGHTS 


KING SIZE; FILTER; MENTHOL 

8 

0.7 

8 

PALL MALL LIGHT 100 


lOOMM; 

FILTER 

9 

0.7 

9 

RALEIGH LIGHTS 100 


lOOMM; 

FILTER 

9 

0.7 

9 

SALEM LIGHTS 


KING SIZE; FILTER; MENTHOL 

9 

0.7 

11 

SALEM SLIM LIGHTS 100 


lOOMM; 

FILTER; MENTHOL; (HARD PACK) 

8 

0.7 

'9 

SALEM LIGHTS 100 


lOOMM; 

FILTER; MENTHOL 

9 

0.7 

11 

VANTAGE 


KING SIZE; FILTER 

10 

0.7 

12 


X "te” - idJLligm tx>ul particulAtt mtttar lau niootiM inS wtar pw dgavatt*.! 
2 MiootinB total l apc rta J in Killigramfi ps dguatta. 

2 Gufaon NonoKide n pcr tad in HUlignm per cigax«tta» 

* ZndicBtM *tar* talw 0.5 ag.i aiootine faelnr 0.05 ag. cr eaibcn urtrlde 
belw 0.5 ag. per dgezatte. 

** See etetaiant in taxt gonoaming IboI Oltn larande. 
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TAR NICOTINE AND CO CONTENT OP TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY PTC METHOD 
{lncMiu<K^ 0>uit>i oi 


•x 

is 


BRAND 

TYPE 

. 


11 

NAME 


2 

I 


VANTAGE 

KING SIZEl FILTER; MENTHOL 

9 

0,7 

12 

VANTAGE .100 

lOOMM; FILTER 

9 

0.7 

11 

VANTAGE 100 

lOOMM; FILTER; MENTHOL 

9 

0.7 

11 

VICEROY RICH LIGHTS 

KING SIZE; FILTER 

10 

0.7 

10 

WINSTON LIGHTS 

KING SIZE; FILTER 

8 

0.7 

9 

CAMEL LIGHTS 100 

lOOMM; FILTER 

11 

0.8 

14 

KENT GOLDEN LIGHTS 

KING SIZE; FILTER 

9 

0.8 

9 

KENT GOLDEN LIGHTS 100 

lOOMM; FILTER 

9 

O.B 

10 

KENT GOLDEN LIGHTS 100 

lOOMM; FILTER; MENTHOL 

9 

0.8 

9 

KOOL MILDS 100 

lOOMM; FILTER; MENTHOL 

11 

0.8 

12 

L & M LIGHTS 100 

lOOMM; FILTER 

8 

0.8 

6 

LUCKY STRIKE 

KING SIZE; FILTER; (HARD PACK) 

11 

0.8 

10 

LUCKY STRIKE 

KING SIZE; FILTER 

10 

0.8 

10 

MULTIFILTER 

KING SIZE; FILTER 

12 

0.8 

10 

MULTIFILTER 

KING SIZE; FILTER; MENTHOL 

12 

0.8 

10 

NEWPORT LIGHTS 100 

lOOMM; FILTER; MENTHOL 

10 

0.8 

10 

OLD GOLD LIGHTS 

KING SIZE; FILTER 

9 

0.8 

10 

PARLIAMENT LIGHTS 100 

lOOMM; FILTER 

12 

0.8 

11 

PLAYERS 

KING SIZE; FILTER; {HARD PACK) 

12 

0.8 

11 

PLAYERS 

KING SIZE; FILTER; MENTHOL 

12 

0.8 

11 

RALEIGH LIGHTS 

KING SIZE; FILTER 

10 

0.8 

10 

SATIN 100 

lOOMM; FILTER; MENTHOL 

9 

0.8 

10 

VICEROY RICH LIGHTS 100 

lOOMM; FILTER 

11 

0.8 

11 

WINSTON LIGHTS 100 

lOOMM; FILTER 

11 

0.8 

13 

ALPINE 

KING SIZE; FILTER; MENTHOL 

16 

0.9 

14 

CENTURY 

KING SIZE; FILTER 

14 

0.9 

16 

DORADO 

KING SIZE; FILTER 

13 

0.9 

12 

EVE LIGHTS 100 

lOOMM; FILTER 

12 

0.9 

9 

EVE LIGHTS 100 

lOOMM; FILTER; MENTHOL 

12 

0.9 

9 

GALAXY 

KING SIZE; FILTER 

14 

0.9 

13 

KENT 

KING SIZE; FILTER; (HARD PACK) 

12 

0.9 

11 

KENT 

KING SIZE; FILTER 

12 

0.9 

10 

KOOL SUPER LONGS 100 

lOOMM; FILTER; MENTHOL 

14 

0.9 

15 

L & M 

KING SIZE; FILTER; (HARD PACK) 

13 

0.9 

13 

L & M 

KING SIZE; FILTER 

13 

0.9 

13 

LARK 

KING SIZE; FILTER 

14 

0.9 

13 

LARK LIGHTS 

KING SIZE; FILTER 

13 

0.9 

12 

LUCKY STRIKE 100 

lOOMM; FILTER 

11 

0.9 

10 

NEWPORT RED 

KING SIZE; FILTER; (HARD PACK) 

12 

0.9 

13 

PLAYERS 100 

lOOMM; FILTER; (HARD PACK) 

13 

0.9 

12 

PLAYERS 100 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

13 

0.9 

11 

RALEIGH 

KING SIZE; FILTER 

15 

0.9 

16 

SARATOGA 120 

120MM; FILTER; (HARD PACK) 

14 

0.9 

13 


1 "SW* - Mlllgms total portimlata wttar 1 ms niootlne amS %«tar par cif^ivtls. 

2 Niootine total r a p c rt ad in ailligran pv ci^xvtta. 

3 CarJxn Morraoda tapcrtafl In aillicrMa par dgaratta. _ ^ 

* ■tar* balof O.S lag.i aicoti» ImIow O.OS ag. cc oubon annn i n M 

btlow O.S lag. par cigaratte. ^^ 

•• Sm BtatBiant in taaet oaiioa cn li i g-<ool Pitta branoa. — 
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BRAND 

NAME 


TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DO^STIC CIGARETTES TESTED BY FTC METHOD 
(IncAcAiinA OMltJi e{ Kitetua). 

" TYPE 


SARATOGA* 120 
SATIN 100 
SILVA THINS 100 
SILVA THINS 100 
TAREYTON 
TAREYTON 100 
VICEROY 

VICEROY SUPER LONG 100 
VIRGINIA SLIMS 100 
VIRGINIA SLIMS 100 
BENSON & HEDGES 100 
BENSON & HEDGES 100 
BENSON & HEDGES 100 
BENSON & HEDGES 100 
KENT 100 
KOOL 

L & M 100 

LARK 100 

LARK LIGHTS 100 

MARLBORO 

MARLBORO 

MARLBORO 

MARLBORO 100 

MARLBORO 100 

MONTCLAIR 

NEWPORT RED 

PALL MALL LIGHT 100 

PICAYUNE 

RALEIGH 100 

RICHLAND 

BENSON £. HEDGES 

CAMEL 

CAMEL 

EVE LIGHTS 120 
EVE LIGHTS 120 
KOOL 
NEWPORT 
PALL MALL 
PALL MALL 100 

PHILIP MORRIS INTERNATIONAL 
PHILIP MORRIS INTERNATIONAL 
RICHLAND 
SALEM 


120MM; FILTER; MENTHOL; (HARD PACK) 

lOOMM; FILTER 

lOOMM; FILTER 

lOOMM; FILTER; MENTHOL 

KING SIZE; FILTER 

lOOMM; FILTER 

KING SIZE; FILTER 

lOOMM; FILTER 

1001*4; FILTER 

lOOMM; FILTER; MENTHOL 

lOOMM; FILTER; (HARD PACK) 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

lOOMM; FILTER 

lOOMM; FILTER; MENTHOL 

lOOMM; FILTER 

KING SIZE; FILTER; MENTHOL 

lOOMM; FILTER 

lOOMM; FILTER 

lOOMM; FILTER 

KING SIZE; FILTER (HARD PACK) 

KING SIZE; FILTER 
KING SIZE; FILTER; MENTHOL 
lOOMM; FILTER; (HARD PACK) 
lOOMM; FILTER 

KING SIZE; FILTER; MENTHOL 
KING SIZE; FILTER 
lOOMM; FILTER; MENTHOL 
REG SIZE; NON-FILTER 
lOOMM; FILTER 

KING SIZE; FILTER; MENTHOL 
KING SIZE; FILTER; (HARD PACK) 

KING SIZE; FILTER; (HAPJl PACK) 

KING SIZE; FILTER 


KING SIZE; FILTER 
120MM; FILTER; (HARD PACK) 

120MM; FILTER; MENTHOL; (HARD PACK) 

KING SIZE;FIL;MENTHOL;(HARD PACK) 

KING SIZE;FIL;MENTHOL; (HARD PACK) 

KING SIZE; FILTER 

lOOMM; FILTER 

lOOMM; FILTER (HARD PACK) 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

KING SIZE; FILTER 

KING SIZE; FILTER; MENTHOL 


s "a 
14 6.*9 13 

10 0,9 11 

11 0.9 9 

11 0.9 8 

13 0.9 14 

13 0,9 15 
16 0.9 16 

14 0.9 16 
14 0.9 12 
14 0.9 13 
16 1.0 15 
16 1.0 15 
16 1.0 15 
16 1.0 15 

13 1.0 11 
16 1.0 14 

14 1.0 13 

15 1.0 15 

13 1.0 13 

16 1.0 14 
16 1.0 15 
16 1.0 14 
16 1.0 14 
16 1.0 15 

15 1.0 15 

14 1.0 15 

12 1.0 11 

16 1.0 12 
16 1.0 17 

15 1.0 13 

15 1.1 11 

16 1.1 15 
16 1.1 14 
14 1.1 11 

14 1.1 11 
16 1.1 15 

16 1.1 15 

17 1.1 16 

15 1.1 15 
17 1.1 16 
17 1.1 16 

16 1.1 13 
16 1.1 18 


1 total purtiouiitta nttaf niootim mod ymtir ^ dgsotta. 

a Niectiw total aDutloids x mpart m O. in HlUignieit jpar eipntta. <' 

3 Cartcn Mnaidde np or t a a in wiili/grmm par ei garatU . 

* "tar” 0.5 ag.i ninotlna balw 0.05 ag. or oazbon acmrfrtt 

ma. xttec cd.aBzvt;tAa 

** Saa atata na n t in taxt B o n oatt i i n g Kool dtn fcnnda. 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 




BRANDS OF 

DOMESTIC CIGARETTES TESTED BY FTC METHOD 


*4 



Uneicjuinj 0>idvi oi UieDtixt) 




BRAND 

TYPE 




NAME 


1. 

1 

sf 

SPRING 100 

lOOMM; FILTER; MENTHOL 

19 

1.1 

16 

ST. MORITZ 100 

lOOMM; FILTER 

14 

1.1 

13 

ST. MORITZ 100 

lOOMM; FILTER; MENTHOL 

14 

1.1 

13 

WINSTON 

KING SIZE;. FILTER; (HARD PACK) 

16 

1.1 

14 

WINSTON 

KING SIZE; FILTER 

16 

1.1 

15 

WINSTON INTERNATIONAL 

100 lOOMM; FILTER; (HARD PACK) 

16 

1.1 

14 

CHESTERFIELD 

REG SIZE; NON-FILTER 

19 

1.2 

11 

KENT 100 

lOOMM; FILTER; MENTHOL 

15 

1.2 

14 

KOOL 

REG SIZE; NON-FILTER; MENTHOL 

20 

1.2 

14 

MORE 120 

120MM; FILTER 

17 

1.2 

20 

MORE 120 

120MM; FILTER; MENTHOL 

16 

1.2 

19 

NEWPORT 

KING SIZE; FILTER; MENTHOL 

17 

1.2 

17 

PHILIP MORRIS 

REG SIZE; NON-FILTER 

21 

1.2 

12 

SALEM 100 

lOOMM; FILTER; MENTHOL 

16 

1.2 

15 

WINSTON 100 

lOOMM; FILTER 

17 

1.2 

16 

HALF & HALF 

KING SIZE; FILTER 

18 

1.3 

17 

OLD GOLD FILTER 

KING SIZE; FILTER 

17 

1.3 

18 

PALL MALL 

KING SIZE; NON-FILTER 

23 

1.3 

15 

TALL 120 

120MM; FILTER; MENTHOL 

17 

1.3 

17 

CAMEL 

REG SIZE; NON-FILTER 

21 

1.4 

13 

LUCKY STRIKE 

REG SIZE; NON-FILTER 

23 

1.4 

16 

MAX 120 

120MM; FILTER 

18 

1.4 

17 

MAX 120 

120MM; FILTER; MENTHOL 

19 

1.4 

17 

RALEIGH 

KING SIZE; NON-FILTER 

25 

1.4 

16 

CHESTERFIELD 

KING SIZE; NON-FILTER 

22 

1.5 

13 

HERBERT TAREYTON 

KING SIZE; NON-FILTER 

24 

1.5 

16 

NEWPORT 100 

lOOMM; FILTER; MENTHOL 

19 

1.5 

20 

OLD GOLD FILTER 100 

lOOMM; FILTER 

20 

1.5 

20 

TALL 120 

120MM; FILTER 

20 

1.5 

19 

OLD GOLD STRAIGHT 

KING SIZE; NON-FILTER 

26 

1.6 

17 

PHILIP MORRIS COMMANDER KING SIZE; NON-FILTER 

26 

1.6 

14 

BULL DURHAM 

KING SIZE; FILTER 

28 

1.8 

23 

ENGLISH OVALS 

REG SIZE; NON-FILTER; (HARD PACK) 

23 

1.8 

11 

PLAYERS 

REG SIZE; NON-FILTER; (HARD PACK) 

25 

1.9 

15 

ENGLISH OVALS 

KING SIZE; NON-FILTER; (HARD PACK) 

28 

2.1 

14 


I 


tl *Tar* > nlUigrans total particulate aatte Iwa ULootine and aatser par cig a ra tt a.'. 
>2 Riootine total allcaloida g^ xir t ad in HiUigxm par dgaxatta. 

‘3 carbon WxicKide xaportad in asHligraas par dgaxatta. 

* irisibates "tar* below 0.5 wg.t niootiM below O.OS Mg. cr oaebon a o n oicia B 
below 0.5 ag. per clpuatta. 

** See atatoiant in text oonoaining Xool Ultra taeandt. 
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TAR NICOTIKE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD « 

oi CeAboH Homxidt) ^ 


BRAND 

NAME 

TYPE 

£, 

CAMBRIDGE 

KING SIZE; FILTER; (HARD PACK) 

* 

* 

CARLTON 

KING SIZE; FILTER; (HARD PACK) 

* 

* 

CARLTON 100 

lOOMM; FILTER; (HARD PACK) 

1 0.1 

CARLTON 100 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

* 

ic 

NOW 

KING SIZE; FILTER; (HARD PACK) 

* 

* 

NOW 100 

lOOMM; FILTER; (HARD PACK) 

* .0.1 

CAMBRIDGE 

KING SIZE; FILTER 

1 0.1 

CARLTON 

KING SIZE; FILTER; MENTHOL 

1 0.1 

KOOL ULTRA** 

KING SIZE; FILTER; MENTHOL 

2 0.1 

NOW 

KING SIZE; FILTER; MENTHOL 

1 0.1 

NOW 100 

lOOMM; FILTER; MENTHOL 

2 0.2 

BENSON t HEDGES 

REG SIZE; FILTER; (HARD PACK) 

1 0.1 

CARLTON 

KING SIZE; FILTER 

1 0.1 

KENT III 

KING SIZE; FILTER 

3 0.3 

NOW 

KING SIZE; FILTER 

1 0.1 

NOW 100 

lOOMM; FILTER 

3. 0.3 

TRIUMPH 

KING SIZE; FILTER; MENTHOL 

3 0.3 

DORAL II 

KING SIZE; FILTER 

4 0.4 

DORAL II 

KING SIZE; FILTER; MENTHOL 

4 0.4 

KOOL ULTRA 100** 

lOOMM; FILTER; MENTHOL 

4 0.4 

TRI.UMPH 

KING SIZE; FILTER 

3 0.3 

ICEBERG 100 

lOOMM; FILTER; MENTHOL 

4 0.3 

MERIT ULTRA LIGHTS 100 

lOOMM; FILTER; MENTHOL 

4 0.4 

TAREYTON LIGHTS 

KING SIZE; FILTER 

4 0.4 

TRIUMPH 100 

lOOMM; FILTER; MENTHOL 

4 0.4 

TRUE 

RING SIZE; FILTER 

5 0.4 

BENSON St HEDGES ULTRA LIGHT 

lOOMM; FILTER; (HARD PACK) 

5 0.4 

BENSON St HEDGES ULTRA LIGHT 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

5 0.4 

CAMBRIDGE 100 

lOOMM; FILTER 

5 0.4 

CARLTON 120 

120MM; FILTER 

7 0.6 

CARLTON 120 

120MM; FILTER; MENTHOL 

7 0.6 

KENT III 100 

lOOMM; FILTER 

4 0.4 

MERIT ULTRA LIGHTS 

KING SIZE; FILTER 

5 0.4 

MERIT ULTRA LIGHTS 

KING SIZE; FILTER; MENTHOL 

5 0.4 

TRIUMPH 100 

lOOMM; FILTER 

4 0.4 

TRUE 

KING SIZE; FILTER; MENTHOL 

5 0.4 

CARLTON 100 

lOOMM; FILTER 

5 0.4 

CARLTON 100 

lOOMM; FILTER; MENTHOL 

5 0.4 

L St M LIGHTS 100 

lOOMM; FILTER 

8 0.8 

MERIT ULTRA LIGHTS 100 

lOOMM; FILTER 

5 0.4 

SALEM ULTRA 

KING SIZE; FILTER; MENTHOL 

5 0.4 

SALEM ULTRA 100 

lOOMM; FILTER; MENTHOL 

5 0.4 

VANTAGE ULTRA LIGHTS 

KING SIZE; FILTER 

S 0.4 


* 

* 

* 

* 

* 

* 

1 

1 

1 

1 

1 

2 

2 

2 

2 

2 

2 

3 

3 

3 

3 

4 
4 
4 
4 

4 

5 
5 
5 
5 
5 
5 
5 
5 
5 

5 

6 
6 
6 
6 
6 
6 
6 


X Tbt* - total particMlat* nattar Xm nioctlne and i*t«r ftr d^iratt*. 

2 Klaotlw total ra pc r ta ad in BUlioE** par cigmttt. 

X caxtan Mcnscida l a pct tad in KlUigmi par dgaivtta* 
a Xndicatas ’tar* below 0.5 ag.i niootine below O.OS og. or oazbcn am oKld a 
0*5 89* pv 

*aa See atatniRt in text oonoarning Kod EQltra fcranda. 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 
.(Ircacoa^ OtideX ei Caxbon UoKDXLdt.V 

BRAND TYPE. 

NAME 


VANTAGE ULTRA LIGHTS 

KING SIZE; FILTER; MENTHOL 

5 

0.4 

6 

VANTAGE ULTRA LIGHTS 100 

lOOMM; FILTER 

5 

0.5 

6 

WINSTON ULTRA LIGHTS 

KING SIZE; FILTER 

5 

0.4 

6 

BELAIR 100 

lOOMM; FILTER; MENTHOL 

8 

0.6 

7 

BRIGHT 

KING SIZE; FILTER; MENTHOL 

6 

0.5 

7 

BRIGHT 100 

lOOMM; FILTER; MENTHOL 

6 

0.5 

7 

L & M LIGHTS 

KING SIZE; FILTER 

e 

0.7 

7 

PALL MALL EXTRA LIGHT 

KING SIZE; FILTER 

7 

0.6 

7 

TAREYTON LONG LIGHTS 100 

lOOMM; FILTER 

7 

0.6 

7 

VANTAGE ULTRA LIGHTS 100 

lOOMM; FILTER; MENTHOL 

5 

0.4 

7 

VIRGINIA SLIMS LIGHTS 100 

lOOMM; FILTER; (HARD PACK) 

8 

0.6 

7 

WINSTON ULTRA LIGHTS 100 

lOOMM; FILTER 

5 

0.5 

7 

CAMEL LIGHTS 

KING SIZE; FILTER; {HARD PACK) 

9 

0.7 

8 

KENT GOLDEN LIGHTS 

KING SIZE; FILTER; MENTHOL 

a 

0.7 

8 

MORE LIGHTS 100 

lOOMM; FILTER; (HARD PACK) 

8 

0.6 

8 

MORE LIGHTS 100 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

8 

0.6 

8 

NEWPORT LIGHTS 

KING SIZE; FILTER; MENTHOL 

B 

0.7 

8 

SILVA THINS 100 

lOOMM; FILTER; MENTHOL 

11 

0.9 

8 

TRUE 100 

lOOMM; FILTER 

6 

0.6 

8 

TRUE 100 

lOOMM; FILTER; MENTHOL 

7 

0.6 

8 

VIRGINIA SLIMS LIGHTS 100 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

B 

0.6 

8 

BELAIR 

KING SIZE; FILTER; MENTHOL 

10 

0.7 

9 

EVE LIGHTS 100 

lOOMM; FILTER 

12 

0.9 

9 

EVE LIGHTS 100 

lOOMM; FILTER; MENTHOL 

12 

0.9 

9 

KENT GOLDEN LIGHTS 

KING SIZE; FILTER ' 

9 

0,8 

9 

KENT GOLDEN LIGHTS 100 

lOOMM; FILTER; MENTHOL 

9 

0.8 

9 

KOOL LIGHTS 

KING SIZE; FILTER; MENTHOL 

8 

0.7 

9 

ROOL LIGHTS 100 

lOOMM; FILTER; MENTHOL 

9 

0.7 

9 

MERIT 

KING SIZE; FILTER 

8 

0.5 

9 

NEWPORT LIGHTS 

KING SIZE;FIL;MENTHOL; (HARD PACK) 

9 

0.7 

9 

PALL MALL LIGHT 100 

lOOMM; FILTER 

9 

0.7 

9 

PARLIAMENT LIGHTS 

KING SIZE; FILTER; (HARD PACK) 

9 

0.6 

9 

PARLIAMENT LIGHTS 

KING SIZE; FILTER 

9 

0.6 

9 

RALEIGH LIGHTS 100 

lOOMM; FILTER 

• 9 

0.7 

9 

SALEM SLIM LIGHTS 100 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

8 

0.7 

9 

SILVA THINS 100 

lOOMM; FILTER 

11 

0.9 

9 

WINSTON LIGHTS 

KING SIZE; FILTER 

B 

0.7 

9 

BENSON & HEDGES LIGHTS 100 

lOOMM; FILTER; MENTHOL 

10 

0.7 

10 

CAMEL LIGHTS 

KING SIZE; FILTER 

8 

0.7 

10 

RENT 

KING SIZE; FILTER 

12 

0.9 

10 

KENT GOLDEN LIGHTS 100 

lOOMM; FILTER 

9 

0.8 

10 

LUCKY STRIKE 

KING SIZE; FILTER; (HARD PACK) 

11 

0.8 

10 

LUCKY STRIKE 

KING SIZE; FILTER 

10 

0.8 

10 



1 "ISr" - tot*! puticolate Mttar l«u nlootim vtd iMlar paoc elgKrvfcte.j 

2 Hiaotine total r i nj r tj afl ii) nilUgm par cipazatto. 

2 Ctotan Hawdde lapxtaa i« aiaUsprana par eiflara^. ___ . 

* Xn9i«taa ■tar” belA* 0.5 ag.; nlooptlna faalBM 0.05 ag. or emsaan ac m a am 
balw 0.5 ag. pv cigwatta. 

•» Sae statanmt in t«t ocmraing Xool dm hrands. _ ^ _ 
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TAR 

NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 



BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 





> fladCiU^ OdM Carbon ttonatidti, 



BRAND 


TYPE 


X 

W 

NAME 




8 

fi 

LUCKY STRIKE 100 


lOOMM; FILTER 

11 

0.9 

MERIT 


KING SIZE; FILTER; MENTHOL 

B 

0.5 

MULTIFILTER 


KING SIZE; FILTER 

12 

0.8 

MULTIFILTER 


KING SIZE; FILTER; MENTHOL 

12 

O.B 

NEWPORT LIGHTS 100 

lOOMM; FILTER; MENTHOL 

10 

0.8 

OLD GOLD LIGHTS 


KING SIZE; FILTER 

9 

0.8 

RALEIGH LIGHTS 


KING SIZE; FILTER 

10 

0.8 

SATIN 100 


lOOMM; FILTER; MENTHOL 

9 

0.8 

VICEROY RICH LIGHTS 

KING SIZE; FILTER 

10 

0,7 

BENSON & HEDGES 


KING SIZE; FILTER; (HARD PACK) 

15 

1.1 

BENSON & HEDGES 

LIGHTS 

100 lOOMM; FILTER 

10 

0.7 

CENTURY LIGHTS 


KING SIZE; FILTER 

9 

0.7 

CHESTERFIELD 


REG SIZE; NON-FILTER 

19 

1.2 

ENGLISH OVALS 


REG SIZE; NON-FILTER; (HARD PACK) 

23 

1.8 

EVE LIGHTS 120 


120MM; FILTER; (HARD PACK) 

14 

1.1 

EVE LIGHTS 120 


120MM; FILTER; MENTHOL; (HARD PACK) 

14- 

1.1 

KENT 


KING SIZE; FILTER; (HARD PACK) 

12 

0.9 

KENT 100 


lOOMM; FILTER 

13 

1.0 

KOOL MILDS 


KING SIZE; FILTER; MENTHOL 

10 

0.7 

MARLBORO LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

10 

0.7 

MARLBORO LIGHTS 


KING SIZE; FILTER 

10 

0.7 

MARLBORO LIGHTS 

100 

lOOMM; FILTER • 

10 

0.7 

MERIT 100 


lOOMM; FILTER; MENTHOL 

9 

0.7 

PALL MALL LIGHT 

100 

lOOMM; FILTER; MENTHOL 

12 

1.0 

PARLIAMENT LIGHTS 100 

lOOMM; FILTER 

12 

0.8 

PLAYERS 


KING SIZE; FILTER; (HARD PACK) 

12 

0.8 

PLAYERS 


KING SIZE; FILTER; MENTHOL 

12 

0.8 

PLAYERS 100 


lOOMM; FILTER; MENTHOL; (HARD PACK) 

13 

0.9 

SALEM LIGHTS 


KING SIZE; FILTER; MENTHOL 

9 

0.7 

SALEM LIGHTS 100 

lOOMM; FILTER; MENTHOL 

9 

0.7 

SATIN 100 


lOOMM; FILTER 

10 

0.9 

VANTAGE 100 


lOOMM; FILTER 

9 

0.7 

VANTAGE 100 


lOOMM; FILTER; MENTHOL 

9 

0.7 

VICEROY RICH LIGHTS IOC 

1 lOOMM; FILTER 

11 

0.8 

DORADO 


KING SIZE; FILTER 

13 

0.9 

KOOL MILDS 100 


lOOMM; FILTER; MENTHOL 

11 

0,8 

LARK LIGHTS 


KING SIZE; FILTER 

13 

0.9 

MERIT 100 


lOOMM; FILTER 

10 

0.7 

PHILIP MORRIS 


REG SIZE; NON-FILTER 

21 

1.2 

PICAYUNE 


REG SIZE; NON-FILTER 

16 

1,0 

PLAYERS 100 


lOOMM; FILTER; (HARD PACK) 

13 

0.9 

VANTAGE 


KING SIZE; FILTER 

10 

0.7 

VANTAGE 


KING SIZE; FILTER; MENTHOL 

9 

0.7 


1 "Sir* • isLllignm tetnl purtieuliite ■■tte' Ian niootint anS wtar par dganrtta. 

2 Nicsotifla tctiQ alkalfilrtt rnj c rlad in nilligma par cipaiatta. I 

' 3 Oarbon Mjnaxiiia xuxat a d in BlUigmc par eiguvtta. 

;* Xn&iaitaa *tar* bclcw 0.5 ag.i niootina telew 0.05 ag. or oarbon iniadde I 

talw 0.5 ag. par dgarattt. 

** Saa atatoant in taxt oanoaining KkiI Dltxa tacante. j 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS .OF 

DOMESTIC CIGARETTES TESTED BY FTC METHOD 


•li' 

m 


(lacAcniap OvUa Cufcon Honotidty 




BRAND 

TYPE 





NAME 



t 

S 

§1 

VIRGINIA* SLIMS 100 

lOOMM; 

FILTER 

14 

0.9 

12 

CAMEL 

REG SIZE; NON-FILTER 

21 

1.4 

13 

CHESTERFIELD 

KING SIZE? NON-FILTER 

22 

1.5 

13 

GALAXY 

KING SIZE;- FILTER 

14 

0.9 

13 

L & M 

KING SIZE; FILTER; (HARD PACK) 

13 

0.9 

13 

L & M 

KING SIZE; FILTER 

13 

0.9 

13 

L & M 100 

lOOMM; 

FILTER 

14 

1.0 

13 

LARK 

KING SIZE; FILTER 

14 

0.9 

13 

LARK LIGHTS 100 

lOOMM; 

FILTER 

13 

1.0 

13 

NEWPORT RED 

KING SIZE; FILTER; (HARD PACK) 

12 

0.9 

13 

RICHLAND 

KING SIZE; FILTER 

16 

1.1 

13 

RICHLAND 

KING SIZE; FILTER; MENTHOL 

15 

1.0 

'13 

SARATOGA 120 

120MM; 

FILTER; (HARD PACK) 

14 

0.9 

13 

SARATOGA 120 

120MM; 

FILTER; MENTHOL? (HARD PACK) 

14 

0.9 

13 

ST. MORITZ 100 

lOOMM; 

FILTER 

14 

1.1 

13 

ST. MORITZ 100 

lOOMM; 

FILTER; MENTHOL 

14 

1.1 

13 

VIRGINIA SLIMS 100 

lOOMM; 

FILTER; MENTHOL 

14 

0.9 

13 

WINSTON LIGHTS 100 

lOOMM; 

FILTER 

11 

0.8 

13 

ALPINE 

KING SIZE; FILTER; MENTHOL 

16 

0.9 

14 

CAMEL' 

KING SIZE; FILTER 

16 

1.1 

14 

CAMEL LIGHTS 100 

lOOMM 

FILTER 

11 

0.8 

14 

ENGLISH OVALS 

KING SIZE; NON-FILTER; (HARD PACK) 

28 

2.1 

14 

KENT 100 

lOOMM 

FILTER; MENTHOL 

15 

1.2 

14 

KOOL 

REG SIZE; NON-FILTER; MENTHOL 

20 

1.2 

14 

KOOL 

KING SIZE; FILTER; MENTHOL 

16 

1.0 

14 

MARLBORO 

RING SIZE; FILTER (HARD PACK) 

16 

1.0 

14 

MARLBORO 

KING SIZE; FILTER; MENTHOL 

16 

1.0 

14 

MARLBORO 100 

lOOMM 

FILTER; (HARD PACK) 

16 

1.0 

14 

PHILIP MORRIS COMMANDER KING SIZE? NQN-FILTER 

26 

1.6 

14 

TAREYTON 

KING SIZE; FILTER 

13 

0.9 

14 

WINSTON 

KING SIZE? FILTER; (HARD PACK) 

16 

1.1 

14 

WINSTON INTERNATIONAL 100 lOOMM 

FILTER; (HARD PACK) 

16 

1.1 

14 

BENSON & HEDGES 100 

lOOMM 

FILTER; (HARD PACK) 

16 

1.0 

15 

BENSON & HEDGES 100 

lOOMM 

FILTER; MENTHOL; (HARD PACK) 

16 

1.0 

15 

BENSON & HEDGES 100 

lOOMM 

FILTER 

16 

1.0 

15 

BENSON £> HEDGES 100 

lOOMM 

FILTER? MENTHOL 

16 

1.0 

15 

CAMEL 

KING SIZE; FILTER; (HARD PACK) 

16 

1.1 

15 

KOOL 

KING SIZE;FIL;MENTHOL;(HARD PACK) 

16 

1.1 

15 

KOOL SUPER LONGS 100 

lOOMM 

; FILTER; MENTHOL 

14 

0.9 

15 

LARK 100 

lOOMM 

; FILTER 

15 

1.0 

15 

MARLBORO 

KING 

SIZE; FILTER 

16 

1.0 

15 

MARLBORO 100 

lOOMM 

; FILTER 

16 

1.0 

15 

MONTCLAIR 

KING 

SIZE; FILTER? MENTHOL 

15 

1.0 

15 


1 ■nr* • ntlllTnm total portlsulate Hatinr Ian niaatiim and %aitn par ciguvtta> 

2 Klootina total alXaloifla n p or t ad in BiUi^rnB par dgcoatfea. I 

.1 Chcfaon Kncodda xapcrtad in BiUiQzm par cxparatta. I 

* "tar" half*! 0.5 ap.? alaotina halaw 0.P5 ag. ar oaiban Mwad da ■ 

faelCM 0.5 ag. par cigaretta. ( 

** fiaa atatanant in taxt anaaming Xool Ollxa taanta. ., .J 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 


«4' 

tlncAMAiiMa Otufe* 0 j CaAiboit Monwide} 


iif 

BRAND 

TYPE 

- 

g 

NAME 



s 

s. 

NEWPORT • 

KING SIZE;FIL;MEMTHOLf (HARD PACK) 

16 

1.1 

NEWPORT RED 

KING SIZE; FILTER 

14 

1.0 

PALL MALL 

KING SIZE; NON-FILTER 

23 

1.3 

PALL MALL 100 

lOOMM; FILTER 

15 

1.1 

PLAYERS 

REG SIZE; NON-FILTER; (HARD PACK) 

25 

1.9 

SALEM 100 

IDOMM; FILTER; MENTHOL 

16 

1.2 

TAREYTON 100 

lOOMM; FILTER 

13 

0.9 

WINSTON 

KING SIZE; FILTER 

16 

1.1 

CENTURY 

KING SIZE; FILTER 

14 

0.9 

HERBERT TAREYTON 

KING SIZE; NON-FILTER 

24 

1.5 

LUCKY STRIKE 

REG SIZE; NON-FILTER 

23 

1.4 

PALL MALL 

KING SIZE; FILTER 

17 

1.1 

PHILIP MORRIS INTERNATIONAL 

lOOMM; FILTER (HARD PACK) 

17 

1.1 

PHILIP MORRIS INTERNATIONAL 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

17 

1.1 

RALEIGH 

KING SIZE; NON-FILTER 

25 

1.4 

RALEIGH 

KING SIZE; FILTER 

1 & 

0.9 

SPRING 100 

lOOMM; FILTER; MENTHOL 

19 

1.1 

VICEROY 

KING SIZE; FILTER 

16 

0.9 

VICEROY SUPER LONG 100 

lOOMM; FILTER 

14 

0.9 

WINSTON 100 

lOOMM; FILTER 

17 

1.2 

HALF & HALF 

KING SIZE; FILTER 

18 

1.3 

MAX 120 

120MM; FILTER 

18 

1.4 

MAX 120 

120MM; FILTER? MENTHOL 

19 

1.4 

NEWPORT 

KING SIZE; FILTER; MENTHOL 

17 

1.2 

OLD GOLD STRAIGHT 

KING SIZE; NON-FILTER 

26 

1.6 

RALEIGH 100 

lOOMM; FILTER 

16 

1.0 

TALL 120 

120MM; FILTER; MENTHOL . 

17 

1.3 

OLD GOLD FILTER 

KING SIZE; FILTER 

17 

1.3 

SALEM 

KING SIZE; FILTER; MENTHOL 

16 

1.1 

MORE 120 

120MM; FILTER; MENTHOL 

16 

1.2 

TALL 120 

120MM; FILTER 

20 

1.5 

MORE 120 

120MM; FILTER 

17 

1.2 

NEWPORT 100 

lOOMM; FILTER; MENTHOL 

19 

1.5 

OLD GOLD FILTER 100 

lOOMM; FILTER 

20 

1.5 

BULL DURHAM 

KING SIZE; FILTER 

28 

1.8 


1 "Tar* • niiiignniE to^ particulate mttier lew nlootlra and wiitex par eig i ra tta .' 

2 Hiaotine total alkaloidE zapor^ In ■Ulipnns pec cigarette. 

2 Caztaon Manaude ripcrtad in nUUgreoa per cigazette. ' 

* Indlbatw "tar* teOow O.S mg.t jsicotina below O.QS iq. or aazfaon annnKirta ; 

below 0.5 np. per cigizwtta. [ 

** Sm atatment in text oextoenung ItooX Dltze branda. } 
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